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INTRODUCTION 


Since the Monthly Catalog of United States Government Publications (MOCAT) was first published one 
hundred years ago, there have been few major format changes. Before this year, the most dramatic changes 
occurred in 1976, when the Anglo-American Cataloging Rules were first used to create catalog records for 
the MOCAT and, at the same time, these records were made available in electronic form through entry into 


the OCLC system. Of equal, or perhaps greater significance, are the changes to the MOCAT that are now 
taking place. 


Beginning in 1996, a new CD-ROM version of the MOCAT will be introduced. Most of the features of the 
traditional paper version are included in the CD-ROM version. An online version of the catalog is now 
available on the World Wide Web. These new MOCAT formats will make it easier for users to retrieve 
information on Federal publications. The paper version of the MOCAT will continue to be available with 
shorter entries and a keyword title index. The microfiche version will be discontinued after the December 
1995 issue. The magnetic tape version of the MOCAT will continue in its present form. 


Users now have access to cataloged records of Federal publications in the following formats: 


Monthly Catalog of United States 
Government Publications on CD-ROM 
(Monthly issues cumulate from beginning of year includes cumulative indexes) 


Monthly Catalog of United States 

Government Publications (paper edition) 

(This new paper version of the MOCAT has short entries and a title keyword index (the 
CD-ROM version will include other indexes formerly included in paper version)) 


Online version of MOCAT available on GPO Access Federal Locator service via World 
Wide Web. (Users of the online Locator service can identify publications and locate a 
depository library that includes them in their collection. New records may be accessed 
daily on the Internet at: http://www.access.gpo.gov/su_docs) 


GPO Cataloging Tapes may be purchased from: 





Library of Congress 














Cataloging Distribution Service 
Customer Services Section 
Washington, D.C. 20541-5017 U.S.A. 
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USERS’ GUIDE 


Catalog Arrangement and Indexes 


The bibliographic entries in the Monthly Catalog are arranged in Superintendent of Documents classification 
number order. Each record is also assigned a unique catalog number, which consists of a two-digit prefix representing 
the catalog year, followed by a sequential number beginning with | in the first issue of each year. Within 
this arrangement, the publications of each Government author are further identified by the name and address 
of the issuing agency. 


Catalog entries in this catalog may be accessed by title keyword index (an alphabetical list of truncated titles, 
arranged by important words selected from publication titles). 


Please consult the CD-ROM version of the MOCAT for indexing accessed by: 
Keyword 
Author 
Title 
Series/Report number 
Subject 
Stock number 
Contract number 
Classification number 
Indexes in the CD-ROM version of the Monthly Catalog will cumulate from the beginning of the calendar 
year through the current issues. 


Abbreviations 


The abbreviations used in the bibliographic records all versions of the Monthly Catalog are those described 
in the Anglo-American Cataloguing Rules, 2nd ed., and the GPO Classification Manual: A Practical Guide in 
the Superintendent of Documents Classification System. 
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SAMPLE ENTRY 


This catalog contains brief descriptions of Federal publications. These brief records are 
based on the full bibliographic records that are avaiiable in the CD-ROM version of the 
Monthly Catalog and the online version of the Monthly Catalog available on the GPO 


ACCESS Locator services. 





MONTHLY CATALOG 
ENTRY NO, — The 
entry no. is assigned 
after the records are 
arranged alphanumer- 
ically by the Supt. of 
Docs. classification no. 
The first two digits 
establish the year, the 
last four locate the 
record in the catalog. 








Supt. of Docs. class 
no — This is the number 














95-24990 


assigned by GPO to 


identify the document 
cataloged. 











E 





A 1.9:2279 4 

















Title Phrase — The 
title phrase is record 
from the title page or its 
substitutes. 








» Sustainable production 
of fresh-market 
tomatoes with mulches. 

















Edition — The edition 
is recorded from 


information in the 
document. 

















Series statement — This 


identifies the series 
title and number. 


> 2nd ed., [1994] <———— 


r—>- 8 p.>(Farmers' 


bulletin ; FB 2279) 


| ate of publication. 











Shipping list no. — 
This document was 





distributed to Depository 


Libraries under this 


shipping list. 














Shipping list no. 94-« 
0289_P, -Item 0009 «— 


Item no. — This 
document was 





S/N 000-000-00000-0. <= 


OCLC:31150854 


distributed to Depository 
Libraries requesting 


this item number. 


























Physical description — 
notes the number of 


pages. 





Stock no. — This is 
GPO sales stock number. 


























OCLC no. — This is 


the number assigned 


by OCLC to identify 


this record in the 


database 














When ordering, cite the 


stock number as a 
unique identifier. 














DOCUMENTS SALES INFORMATION 
INTRODUCTION 


The Superintendent of Documents of the U.S. Government Printing Office is authorized by law to sell copies 
of Government publications. The Superintendent of Documents currently sells more than 12,000 titles, which 
are just a small portion of the publications issued each year by the Federal Government. Prices for all U.S. 
Government publications sold by the Superintendent of Documents are established in accordance with Title 44 


of the United States Code. 


HOW TO ORDER PUBLICATIONS 


. Orders for Publications sold by the Supt. of Documents may be sent to: Superintendent of Documents, 


P.O. Box 371954, Pittsburgh, PA 15250-7954. 


. Customers may submit orders for publications by indicating the GPO stock number and price on the 


order form in this catalog. Photocopies of this form are acceptable. When ordering, please include the 
complete title for each publication requested. 


. If a GPO stock number does not appear in a Monthly Catalog text entry or if it does not say ‘‘For 


sale by the. Superintendent of Documents,’’ the publication cannot be ordered from the Government Printing 
Office. 


. Customers requesting subscription services, or single issues of a subscription service, should refer to the 


U.S. Government Subscriptions Catalog. 


. Customers may order by telephone from 8:00 a.m. to 4:00 p.m. Monday through Friday. You may have 


your orders charged to your VISA, MasterCard or Superintendent of Documents deposit account (see below). 
To place an order, please call (202) 512-1800. 


. Customers with telex equipment can charge their orders to their deposit account or credit card account 


by dialing #710—-822-9413; USGPO WSH. Customers on the DIALOG system may transfer their orders 
via DIALORDER. 


. FAX Numbers to Use: 


Price & availability information for publications & subscriptions (202) 512-2250. 


e New subscription orders (202) 512-2250. 
e New publication orders (202) 512-2250. 


Government Purchase Orders for publications & subscriptions (202) 512-1356. 
Inquiries regarding a previously ordered subscription (202) 512-2168. 
Inquiries regarding a previously ordered publication (202) 512-2168. 

Deposit Account inquiries (202) 512-1356. 


A complete shipping address and payment must accompany all orders. If you order by FAX or telephone, 
please furnish your VISA or MasterCard account number (with expiration date) or your GPO deposit account 
number. Telephone orders can be placed from 8 a.m. to 4 p.m. eastern time, by calling (202) 512-1800. If 
you order by mail, payment can be made by check, money order, VISA, MasterCard, or GPO deposit account. 
Please make all checks or money orders payable to the Superintendent of Documents. Address all mail orders 
to: Superintendent of Documents, P.O. Box 371954, Pittsburgh, PA 15250-7954. 
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DIRECTORY FOR ORDERING ASSISTANCE 


. Telephone Order and Information Section (Order Desk) (202) 512—1800 
(General ordering information) 

. Congressional Information Desk (202) 512-1808 
(Information on Congressional publications) 

. Publication Service Section (202) 512-1803 
(Inquiries about your publication order) 

. Subscription Research Section (202) 512-1806 
(Inquiries about your subscription order) 

. Deposit Account Section (202) 512-0822 
(Inquiries regarding charges or deposits) 
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— 1 United States Government MAIL ORDER TO: ORDER BY PHONE: (202) 512-1800 


Kk 


rire ORMATION SUPERINTENDENT OF DOCUMENTS (Ry 8 A.M. —4P.M. 


P.O. BOX 371954 : 
PUBLICATIONS * PERIODICALS # ELECTRONIC PRODUCTS eastern time Gan 








PITTSBURGH, PA 15250-7954 


Please Type or Print (Form is aligned for typewriter use.) ORDER BY FAX: (202) 512-2250 





Send To: (If other than address at left) 


Name 





Attn: 





Street Address 











City 
Daytime Telephone ( Your Purchase Order No. 


AREA CODE Price Quote Identifier 
Fax Number ( Date 


AREA CODE 




















Publications 


Qty. Stock Number 


Issue 


Total for Publications 
Subscriptions 





; Price 
Qty. List ID Each 
































Total for Subscriptions 
For privacy protection, check the box below: Total cost of order 


[] Do not make my name available to other mailers 


Please choose method of payment: 
[__]Check payable to the Superintendent of Documents Unit of issue —_— Explanation 


[_]GPO Deposit Account Cry ti. lt) EA Each—Single copy 
KT Kit of multiple items 
[_]VISA [| MasterCard Account PD Pad—multiple sheets 


Pertti try ttt SE Hoar nai gga 


| | irati When ordering items sold in packs or 

ens pads, please order in those units and 
not the quantity contained in the package 
(Authorizing signature) or pad. 












































Advance payment is required. Prices are subject to change. Current prices and stock availability can be obtained by calling 
(202) 512-1800. Please allow a minimum of 4 weeks for domestic delivery of publications. Delivery of subscription issues 
vary according to the frequency of issue (i.e., daily, monthly, semi-annually, etc.) Allow an additional 6 weeks for international 
delivery. Please see the reverse side of this form for additional ordering information. 


Thank you for your interest in U.S. Government Information 
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U.S. GOVERNMENT BOOKSTORES 


In addition to the mail order service provided by the Superintendent of Documents, the U.S. Government 
Printing Office operates 24 bookstores around the country. These bookstores are located in major metropolitan 
areas across the country. Each store carries many of the Government’s most popular publications, along with a 
selection of other books tailored to suit the interests and needs of its local clientele. They will be happy to special 
order any Government book currently for sale. All of our bookstores also accept VISA, MasterCard, and Superintend- 
ent of Documents Deposit account orders. To find the most convenient Government bookstore in your area, please 
refer to the listing provided below: 


ALABAMA 

O’Neill Building 

2021 3rd Avenue North 
Birmingham, AL 35203 
(205) 731-1056 

FAX: (205) 731-3444 


CALIFORNIA 

Arco Plaza, C—Level 
505 South Flower Street 
Los Angeles, CA 90071 
(213) 239-9844 

FAX: (213) 239-9848 


Marathon Plaza, Room 141-S 
303 2nd Street 

San Francisco, CA 94107 
(415) 512-2770 

FAX: (415) 512-2276 


COLORADO 
Norwest Banks Bidg. 
201 W. 8th Street 
Pueblo, CO 81003 
(719) 544-3142 

FAX: (719) 544-6719 


1660 Wynkoop, Suite 130 
Denver, CO 80202 

(303) 844-3964 

FAX: (303) 844-4000 


DISTRICT OF COLUMBIA 

U.S. Government Printing Office 
710 North Capitol Street NW 
Washington, DC 20401 

(202) 512-0132 

FAX: (202) 512-1355 


Farragut West 

1510 H Street NW 
Washington, DC 20005 
(202) 653-5075 

FAX: (202) 376-5055 


FLORIDA 

100 West Bay Street 
Suite 100 
Jacksonville, FL 32202 
(904) 353-0569 

FAX: (904) 353-1280 


GEORGIA 

First Union Plaza 

999 Peachtree Street NE 
Suite 120 

Atlanta, GA 30309-3964 
(404) 347-1900 

FAX: (404) 347-1897 


ILLINOIS 

One Congress Center 
Suite 124 

401 South State Street 
Chicago, IL 60605 
(312) 353-5133 

FAX: (312) 353-1590 


MARYLAND 
Warehouse Sales Outlet 
8660 Cherry Lane 
Laurel, MD 20707 

(301) 953-7974 

(301) 792-0262 

FAX: (301) 498-8995 


MASSACHUSETTS 


Thomas P. O’Neill Jr. Federal Bidg. 


10 Causeway Street, Room 169 
Boston, MA 02222 

(617) 720-4180 

FAX: (617) 720-5753 


MICHIGAN 

Suite 160, Federal Building 
477 Michigan Avenue 
Detroit, MI 48226 

(313) 226-7816 

FAX: (313) 226-4698 


MISSOURI 

120 Bannister Mall 

5600 East Bannister Road 
Kansas City, MO 64137 
(816) 767-8225 

FAX: (816) 767-8233 


NEW YORK 
Room 2-120, Federal Building 
26 Federal Plaza 
New York, NY 10278 
212) 264-3825 
AX: (212) 264-9318 


OHIO 

Room 1653, Federal Building 
1240 East 9th Street 
Cleveland, OH 44199 

(216) 522-4922 

FAX: (216) 522-4714 


Room 207, Federal Building 
200 North High Street 
Columbus, OH 43215 

(614) 469-6956 

FAX: (614) 469-5374 


OREGON 

1305 S.W. First Avenue 
Portland, OR 97201-5801 
(503) 221-6217 

FAX: (503) 225-0563 


PENNSYLVANIA 
Robert Morris Building 
100 North 17th Street 
Philadelphia, PA 19103 
(215) 636-1900 

FAX: (215) 636-1903 


Room 118, Federal Building 
1000 Liberty Avenue 
Pittsburgh, PA 15222 

(412) 395-5995 

FAX: (412) 395-4547 


TEXAS 

Room IC50, Federal Building 
1100 Commerce Street 
Dallas, TX 75242 

(214) 767-0076 

FAX: (214) 767-3239 


Texas Crude Building 

801 Travis Street, Suite 120 
Houston, TX 77002 

(713) 228-1187 

FAX: (713) 228-1186 


WASHINGTON 

Room 194, Federal Building 
915 Second Avenue 
Seattle, WA 98174 

(206) 553-4270 

FAX: (206) 553-6717 


WISCONSIN 

Suite 150, Reuss Federal Plaza 
310 W. Wisconsin Avenue 
Milwaukee, W! 53202 

(414) 297-1304 

FAX: (414) 297-1300 
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FEDERAL DEPOSITORY LIBRARY PROGRAM 


The Federal Depository Library Program was established by Congress to provide free public access to Govern- 
ment publications. Nearly 1400 public, academic, State, and law libraries serve as an information link with the 
Federal Government by maintaining collections of Government publications. These collections, which are tailored 
to local needs, are open to the public. Fifty-three of the libraries are designated as regional depository libraries. 
They have the responsibility of retaining material permanently and providing inter-library loan and reference services 


in their regions. 


Copies of documents no longer available through the GPO Sales Program can usually be found in regional 
depository collections. To determine which depository libraries have selected copies of publications listed in this 
catalog, consult the Superintendent of Documents World Wide Web site and use the Locator Service. A complete 
listing of regional depositories follows. To obtain a complete listing of all depository libraries, write to: 


ALABAMA 

AUBURN UNIV. AT MONTGOMERY 
LIBRARY 

7300 University Drive 

Montgomery, AL 36124-4023 

(334) 244-3650 

FAX: (334) 244-3720 


UNIVERSITY OF ALABAMA 
Amelia Gayle Gorgas Library 
Capstone Drive 

Tuscaloosa, AL 35487-0266 
(205) 348-6047 

FAX: (205) 348-0760 


ALASKA 
Served by Washington State Library 


AMERICAN SAMOA 
Served by the University of Hawaii 


ARIZONA 


DEPARTMENT OF LIBRARY, ARCHIVES 
AND PUBLIC RECORDS, RESEARCH 
DIVISION 

Third Floor—State Capitol 

1700 West Washington 

Phoenix, AZ 85007 

(602) 542-3701 

FAX: (602) 542-4400 


ARKANSAS 

Arkansas State Library 
Government Publications 
One Capitol Mall 

Little Rock, AR 72201-1081 
(501) 682-2869 

FAX: (501) 682-1532 


CALIFORNIA 

CALIFORNIA STATE LIBRARY 
Government Publications Section 
914 Capital Mall 

Sacramento, CA 94237-0091 
(916) 654-0069 

FAX: (916) 653-6114 


Federal Depository Library Program 
U.S. Government Printing Office 
Superintendent of Documents 


Stop: SM 


Washington, DC 20402 


COLORADO 

UNIV. OF COLORADO, BOULDER 
Libraries—Government Publications 
Macky Drive 

Boulder, CO 80309-0184 

(303) 492-8834 

FAX: (303) 492-1881 


DENVER PUBLIC LIBRARY 
Business Science & Government 
10 West 14th Avenue Parkway 
Denver, CO 80204-2731 

(303) 640-6220 

FAX: (303) 640-6228 


CONNECTICUT 

CONNECTICUT STATE LIBRARY 
231 Capitol Avenue 

Hartford, CT 06106 

(860) 560-2587 

FAX: (860) 566-8866 


DELAWARE 
Served by the University of Maryland 


DISTRICT OF COLUMBIA 
Served by the University of Maryland 


FLORIDA 
UNIVERSITY OF FLORIDA LIBRARIES 
240 Library West 


Gainesville, FL 32611-2048 
(352) 392-0367 
FAX: (352) 392-3357 


GEORGIA 
UNIVERSITY OF GEORGIA LIBRARIES 
Government Documents 


Jackson Street 
Athens, GA 30602-1645 


(706) 542-8949 
FAX: (706) 542-4144 


GUAM 
Served by the University of Hawaii 


HAWAII 

UNIVERSITY OF HAWAII LIBRARY 
Hamilton Library 

2550 The Mall 

Honolulu, Hl 96822-2274 

(808) 956-8230 

FAX: (808) 956-5968 


IDAHO 

UNIV. OF IDAHO LIBRARY 
Government Documents Department 
Moscow, ID 83844-2353 

(208) 885-6344 

FAX: (208) 885-6817 


ILLINOIS 

ILLINOIS STATE LIBRARY 
Federal Documents Department 
300 South Second Street 
Springfield, IL 62701-1796 
(217) 782-7596 

FAX: (217) 524-0041 


INDIANA 

INDIANA STATE LIBRARY 
Serials Documents Section 
140 North Senate Avenue 
Indianapolis, IN 46204-2296 
(317) 232-3679 

FAX: (317) 232-3728 


IOWA 

UNIV. OF IOWA LIBRARIES 
Government Publications 
Washington & Madison Street 
lowa City, 1A 52242-1420 
(319) 335-5926 

FAX: (319) 335-5900 


KANSAS 

UNIVERSITY OF KANSAS 
Government Documents and Maps 
6001 Malott Hall 

Lawrence, KS 66045-2800 

(913) 864-4660 

FAX: (913) 864-5154 


KENTUCKY 

UNIVERSITY OF KENTUCKY 
King Library South 
Patterson Drive 

Lexington, KY 40506-0039 
(606) 257-1631 

FAX: (606) 257-1563 


LOUISIANA 

LOUISIANA STATE UNIVERSITY 
Middletown Library 

Govt. Docs. Dept. 

Baton Rouge, LA 70803-3312 
(504) 388-4019 

FAX: (504) 388-6992 


LOUISIANA TECH UNIV. 
Prescott Memorial Library 
Ruston, LA 71272-0046 
(318) 257-4962 

FAX: (318) 257-2447 


MAINE 

UNIVERSITY OF MAINE 
Raymond H. Fogler Library 
Tri-State Regional Documents 
Orono, ME 04469-5729 

(207) 581-1673 

FAX: (207) 581-1653 


MARYLAND 

UNIVERSITY OF MARYLAND 
McKeldin Lib.—Doc. Div. 
College Park, MD 20742-7011 
(301) 405-9165 

FAX: (301) 314-9416 


MASSACHUSETTS 
BOSTON PUBLIC LIBRARY 
Government Docs. Dept. 
700 Boylston Street 
Boston, MA 02117-0286 
(617) 536-5400 ext. 226 
FAX: (617) 536-7758 
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MICHIGAN 

DETROIT PUBLIC LIBRARY 
5201 Woodward Ave. 
Detroit, Ml 48202-4007 
(313) 833-1440 

FAX: (313) 833-0156 


Library of Michigan 

717 West Allegan Street 
Government Documents 
Lansing, Mi 48909-7507 
(517) 373-1300 

FAX: (517) 373-9438 


MICRONESIA 
Served by the University of Hawaii 


MINNESOTA 

UNIVERSITY OF MINNESOTA 
Wilson Library 

309 19th Avenue South 
Minneapolis, MN 55455-0414 
(612) 624-5073 

FAX: (612) 626-9353 


MISSISSIPPI 

UNIVERSITY OF MISSISSIPPI LIB 
J.D. Williams Library 
University, MS 38677-9793 
(601) 232-5857 

FAX: (601) 232-7465 


MISSOURI 
UNIVERSITY OF MISSOURI AT 
COLUMBIA 


10GB Ellis Library 
Columbia, MO 65201-5149 


(573) 882-6733 
FAX: (573) 882-8044 


MONTANA 

UNIVERSITY OF MONTANA 
Mansfield Library 
Documents Division 
Missoula, MT 59812-1195 


(406) 243-6700 
FAX: (406) 243-2060 


NEBRASKA 


UNIVERSITY OF NEBRASKA-LINCOLN 
D.L. Love Memoria) Library 
Documents Dept 


Lincoln, NE 68588-0410 
(402) 472-4473 
FAX: (402) 472-5131 


NEVADA 


UNIVERSITY OF NEVADA, RENO 
Getchell Library 

Reno, NV 89557-0044 

(702) 784-6500:257 

FAX: (702) 784-4398 


NEW HAMPSHIRE 
Served by the University of Maine 
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NEW JERSEY 

NEWARK PUBLIC LIBRARY 
5 Washington Street 
Newark, NJ 07101-0630 
(973) 733-7815 

FAX: (973) 733-5648 


NEW MEXICO 

UNIVERSITY OF NEW MEXICO 
General Library 

Government Pub. Dept. 
Albuquerque, NM 87131-1466 
(505) 277-5441 

FAX: (505) 277-4097 


NEW MEXICO STATE LIBRARY 
Reference Department 
325 Don Caspar Avenue 


Santa Fe, NM 87501-2777 
(505) 827-3824 


FAX: (905) 827-3888 


NEW YORK 

NEW YORK STATE LIBRARY 
Cultural Education Center 
Empire State Plaza 
Albany, NY 12230-0001 
(518) 474-5355 

FAX: (518) 474-5163 


NORTH CAROLINA 

UNIVERSITY OF NORTH CAROLINA 
Walter Royal Davis Library 
Chapel Hill, NC 27514-8890 
(919) 962-1151 

FAX: (919) 962-4451 


NORTH DAKOTA 
NORTH DAKOTA STATE UNIVERSITY 


1201 Nbrecht Boulevard 
Fargo, ND 58105-5599 
(701) 231-8886 

FAX: (701) 231-7138 


UNIVERSITY OF NORTH DAKOTA 
Chester Fritz Library 

Centennial and University Avenue 
Grand Forks, ND 58202-9000 
(701) 777-3316 


FAX: (701) 777-4811 


NORTHERN MARIANAS 
Served by the University of Hawaii 


OID 

STATE LIBRARY OF OHIO 
Documents Department 

65 South Front Street 
Columbus, Ohio 43215-4163 
(614) 644-705) 

FAX: (614) 752-9178 


OKLAHOMA 

OKLAHOMA DEPT. OF LIBRARIES 
U.S. Government Information 
200 NE 18th Street 

Oklahoma City, OK 73105-3298 
(405) 521-2502, ext. 253 

FAX: (405) 525-7804 


OKLAHOMA STATE UNIV. LIB. 
Edmon Low Library 
Stillwater, OK 74078-1071 
(405) 744-6546 

FAX: (405) 744-5183 


OREGON 

PORTLAND STATE UNIV. LIB 
Branford Price Millar Library 
951 SW Hall 

Portland, OR 97207-1151 
(503) 725-4123 

FAX: (503) 725-4524 


PENNSYLVANIA 

STATE LIBRARY OF PENN. 
Law/Government Publications 
Walnut St. and 


Commonwealth Ave. 
Harrisburg, PA 17105-1601 
(717) 787-3752 

FAX: (717) 783-2070 


PUERTO RICO 
Served by the University of Florida 


RHODE ISLAND 


Served by the Connecticut State 
Library 


SOUTH CAROLINA 


CLEMSON UNIVERSITY 
Robert Muldrow Cooper Library 
Palmetto Boulevard 


Clemson, SC 29634-3001 
(803) 656-5174 


FAX: (803) 656-3025 


UNIVERSITY OF SOUTH CAROLINA 
Thomas Cooper Library 
Documents/Microform Department 
Greene & Sumter Streets 


Columbia, SC 29208 
(803) 777-4841 


FAX: (803) 777-9503 


SOUTH DAKOTA 


Served by the University of 
Minnesota 


TENNESSEE 
UNIVERSITY OF MEMPHIS 


University Libraries 
Memphis, TN 38152-1000 


(901) 678-2206 
FAX: (901) 678-8218 


TEXAS 

TEXAS STATE LIBRARY 
United States Documents 
1201 Brazos 

Austin, TX 78701-2927 
(512) 463-5455 

FAX: (512) 463-5436 


TEXAS TECH UNIV. LIBRARIES 
17th and Boston 

Lubbock, TX 79409-0002 
(806) 742-2268 

FAX: (806) 742-0737 


UTAH 

UTAH STATE UNIVERSITY 
Merrill Library 
University Hill 

Logan, UT 84321 

(801) 797-2684 

FAX: (801) 797-2880 


VERMONT 
Served by the University of Maine 


VIRGIN ISLANDS 
Served by the University of Florida 


VIRGINIA 
UNIVERSITY OF VIRGINIA 
Alderman Library 


University Avenue & McCormick Road 
Charlottesville, VA 22093-2498 


(804) 924-3133 
FAX: (804) 924-1431 


WASHINGTON 

WASHINGTON STATE LIBRARY 
Government Publications 
415 15th St.. SW 

Olympia, WA 98504-2460 
(360) 704-5227 

FAX: (360) 586-7575 


WEST VIRGINIA 

WEST VIRGINIA UNIV. LIB./ 
Government Documents 

1549 University Avenue 
Morgantown, WV 26506-6069 


(304) 293-3051 
FAX: (304) 293-6923 


WISCONSIN 
ST. HIST. LIB. OF WISCONSIN 


Library/Government Publications 
816 State Street 


Madison, WI 53706-1488 
(608) 264-6525 
FAX: (608) 264-6520 


MILWAUKEE PUBLIC LIBRARY 
814 West Wisconsin Ave. 


Milwaukee, Wi 53233-2385 
(414) 286-3073 


FAX: (414) 286-2126 
WYOMING 


Served by University of Colorado, 
Boulder 





Catalog 


Feb. 1993 
April 1997 
June 1997 
July 1997 
July 1997 
July 1997 


July 1997 
July 1997 


Nov 1997 


Corrections for Previous Monthly Catalogs 


Entry No. 


93-4270 
97-5501 
97-7689 
97-9027 
97-9232 
97-9233 


97-9480 
97-9551 
97-1399] 


Title 


Nigeria. . 

Flood insurance study. . . 

Proceedings, the 1995... 

Mini-guide. . . 

Conodont age. . . 

A bibliography of Klamath Mountains 


Detection of technology. . . 
Your right to appeal. . . 


Lineament map. . . 


Correction 


Change class to D 101.22:550-157/992 
Change class to FEM 1.209/15:190242/992 
Change class to EP 1.23/6:600/R-96/072 
Change class to ED 1.326:995/MINI/FR. 
Change class to I 19.76:95-557 

Change class to I 19.76:95-—558 


Change class to TD 2.30:95-100 
Change class to Y 3.P 38/2:2/R 44 


Change class to I 19.76:96-490 
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MONTHLY CATALOG 


APRIL 1998 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


98-4180 A 1.2:C 49/6 
Civil rights at the United States Department of Agriculture. — [1997] 


121 p.: Shipping list no.: 98-0180-M. @Item 0010 (MF) 
OCLC 38289876 


98-4181 A 1.34/4:967-88 


Food consumption, prices, and expenditures. 
v. ; (Statistical bulletin ; no. 804) Issue: 1967-88. @ltem 0015 
(MF) 
OCLC 13824951 


98-4182 A 1.36:1809/PT.4 
Grasshopper integrated pest management handbook. — [1996- 

1 v. (loose-leaf) :— (Technical bulletin ; no. 1809) Shipping 
list no.: 98-0047-P (pt. 4). Contents: 4. Modeling and population 
dynamics. @ltem 0016 

OCLC 34993081 


98-4183 A 1.38:1539 
Protecting American agriculture. — [19977] 


12 p. : Shipping list no.: 98-0013-M. @lItem 0013-A (MF) 
OCLC 38282891 


98-4184 A 1.38:1542 
Proceedings of the Third National IPM Symposium/Workshop. — 
[1997} 
300 p. :— (An Economic Research Service report) 
list no.: 98-0013-M. @ltem 0013-A (MF) 
OCLC 38277433 


Shipping 


98-4185 


Agriculture fact book. 
v. ; Shipping list no.: 98-0074P. 
A-01 @ltem 0013-A-01 (online) 
OCLC 31747093 


A 1.38/2:997 


Issue: 1997. @lItem 0013- 
S/N 001-000-04633-1 


98-4186 A 1.68:1328/997 
Natural disaster assistance available from the United States Department 
of Agriculture. — Rev. Apr. 1997. — 1997. 
8 p. ;— (Program aid ; no. 1328) Shipping list no.: 97-0219- 
P. @ltem 0014-A 
OCLC 37006819 


98-4187 A 1.68:1435/997 
Biological control of leafy spurge. — [Slightly rev. Nov. 1997]. — 
1997. 
12 p. :— (Program aid ; no. 1435) Shipping list no.: 98- 
0084-P. @ltem 0014-A 
OCLC 38158075 


98-4188 A 1.75:724-06 
Are farmer bankruptcies a good indicator of rural financial stress? 
— [1996] 
4 p. :— (Issues in agricultural and rural finance) Shipping 


list no.: 98-0013-M. @lItem 0004 (online) @lItem 0004 (MF) 
OCLC 38250676 


98-4189 A 1.75:724-07 
Do farmers need tax-deferred savings accounts to help manage income 
risk? — [1997] 
4 p. :— (Issues in agricultural and rural finance) Shipping 


list no.: 98-0013-M. @lItem 0004 (MF) @lItem 0004 (online) 
OCLC 38250549 


98-4190 A 1.75:734 
How will measures to control Medicare spending affect rural commu- 
nities? — [1997] 
9 p. :— (Agriculture information bulletin ; 
list no.: 98-0013-M. @lItem 0004 (MF) 
OCLC 38277418 


98-4191 A 1.107:750 
Intemational agricultural baseline projections to 2005. — [1997] 
vi, 196 p. : — (Agricultural economic report ; no. 750) Shipping 
list no.: 97-0962-M. @ltem 0042-C (MF) 
OCLC 38036484 


98-4192 A 1.107:755 
An economic assessment of food safety regulations. — [1997] 
iii, 21 p. :— (Agricultural economic report ; no. 755) 
list no.: 98-0234-M. @ltem 0042-C (MF) 
OCLC 38278948 


98-4193 A 1.107:757 
The structure of dairy markets. — [1997] 
viii, 52 p. : — (An Economic Research Service report) 


list no.: 98-0234-M. @lItem 0042-C (MF) 
OCLC 38279164 


no. 734) Shipping 


Shipping 


Shipping 


FOREST SERVICE 
Agriculture Dept. 
Washington, DC 20250 


98-4194 A 13.1/3:996 
Report of the Forest Service. 
v. : Shipping list no.: 98-0053-M. 
@item 0080 (MF) 
OCLC 11433449 


98-4195 A 13.2:AC 2/4/997 
Forest Health Technology Enterprise Team. — [1997] 
104 p.: Shipping list no.: 98-0093-P. @ltem 0084 
OCLC 38204108 


98-4196 A 13.2:D 62/3 


Riparian/wetland research expertise directory. — [1995] 
iii, 269 p. ; Shipping list no.: 98-0181-M. @lItem 0084 (MF) 
OCLC 38282269 


Issue: Fiscal year 1996. 
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Forest Service — Agriculture Dept. 


98-4197 A 13.2:D 96/3/997 
Dwarf mistletoe infection in ponderosa pine. — Rev. 9/97. — [1997] 
1 folded sheet (8 p.) : Shipping list no.: 98-0095-P. @lItem 
0084 
OCLC 38188166 


98-4198 A 13.2:EN 3/2/997 
Engraver beetles in southwestern pines. — [Rev.]. — [1997] 
1 folded sheet (6 p.) : Shipping list no.: 98-0075-P. @Item 
0084 
OCLC 38153145 


98-4199 A 13.2:L 48/5997 
Why leaves change color. — [1997] 
| sheet: Shipping list no.: 98-0067-P. @lItem 0084 
OCLC 38145948 


98-4200 
Moments in time. — [1997] 
1 sheet: Shipping list no.: 98-0084-P. @lItem 0084 
OCLC 38157938 
98-4201 A 13.2:UN 3 
History of the Uinta National Forest. — 1997. 


{91] p.: Shipping list no.: 98-0164-M. @lItem 0084 (MF) 
OCLC 38176050 


98-4202 A 13.28:C 35/5/997 
Challis National Forest and Bureau of Land Management interagency 
personal use charge fuelwood map. [1997] 
1 map: Shipping list no.: 98-0083-P. Contents: East half — 
West half. @lItem 0080-G 
OCLC 38234514 


98-4203 A 13.28:P 61/997 
Fort Pierre National Grassland, South Dakota. Minor rev. 1997. [1997] 


1 map: Shipping list no.: 98-0101-P. @Item 0080-G 
OCLC 38210797 


98-4204 A 13.28:SA 3/14/9997 
[Salmon National Forest]. [1997] 
1 map : Shipping list no.: 98-0083-P. Contents: [North half] 
— [South half]. @ltem 0080-G 
OCLC 38234600 


98-4205 A 13.28:T 42/997 
Thunder Basin National Grassland, Wyoming. [1997] 
1 map: Shipping list no.: 98-0098-P. @ltem 0080-G 
OCLC 38264834 
98-4206 
1997 firewood guide. 


1 sheet: Shipping list no.: 97-0213-P. @lItem 0086-C 
OCLC 37656186 


98-4207 A 13.36/2:R 59/2 
Rocky Mountain region willow identification field guide. — [1997] 
107 p. :— (Renewable resources ; R 2-RR-97-01) Shipping 
list no.: 97-0369-P. @ltem 0086-C 
OCLC 37729043 


98-4208 A 13.36/2-6:R 8-RG-122/995 
Recreation directory. — [19977] 


16 p. : Shipping list no.: 98-0053-M. @lItem 0086-C (MF) 
OCLC 38168100 


98-4209 A 13.36/2-6:R 8-RG-232 
Joyce Kilmer Memorial Forest. — Rev. Sept. 1996. — [1996] 
[6] p. :— (Recreation guide R8 ; RG-232) Shipping list no.: 


98-0053-M. @lItem 0086-C (MF) 
OCLC 38168013 


A 13.2:M 73 


A 13.36/2:C 64/2/997 
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98-4210 A 13.36/2-6:R 8-RG-234 
Redbird crest trail. — [1996] 
[6] p. : — (R8-RG ; 234) Shipping list no.: 98-0053-M. @Item 
0086-C (MF) 
OCLC 38167930 


98-4211 A 13.36/2-6:R 10-RG 116 
Public recreation cabins. — [1997] 
30 p. :— (Leaflet R10-RG ; 166) Shipping list no.: 98-0100- 
P. @lItem 0086-C (MF) 
OCLC 38271626 


98-4212 A 13.52/10-4:NA-TP-02-94 
Recycling municipal trees. — [1994] 
i, 52 p. :— (NA-TP ; 02-94) Shipping list no.: 98-0160-M. 
@ltem 0082-A-04 (MF) 
OCLC 38175146 


98-4213 A 13.78:INT-RP-491 
Elk and domestic sheep interactions in a north-central Utah aspen 
ecosystem. — [1996] 
114 p. :— (Research paper INT-RP ; 491) Shipping list no.: 
98-0059-M. @lItem 0083-B (MF) 
OCLC 38175917 


98-4214 A 13.78:PNW-RN-521 


Case history of population change in a Bacillus thuringiensis-treated 
vs. an untreated outbreak of the western spruce budworm. — [1996] 
11 p. :— (Research note ; PNW-RN-521) Shipping list no.: 
97-0442-M. @lItem 0083-B-04 (MF) 
OCLC 37807271 


98-4215 A 13.78:PNW-RP-489 
Predicting the effect of fire on large-scale vegetation patterns in North 
America. — [1996] 
38 p. :— (Research paper PNW ; RP-489) Shipping list no.: 
98-0009-M. @lItem 0083-B (MF) 
OCLC 38251104 


98-4216 A 13.78:PNW-RP-499 


A climate-change scenario for the Columbia River Basin. — [1997] 
9 p. :— (Research paper PNW ; RP-499) Shipping list no.: 
98-0182-M. @lItem 0083-B (MF) 
OCLC 38289303 


98-4217 A 13.78:PNW-RR-488 
Levels-of-growing-stock cooperative study in Douglas-fir. report no. 
13, the Francis Study, 1963-90. — [1996] 
91 p. :— (Research paper PNW ; RP-488) Shipping list no.: 
98-0009-M. @lItem 0083-B (MF) 
OCLC 38264587 


98-4218 A 13.78:RM-RP-323 
Evaluation of a habitat capability model for nongame birds in the 
Black Hills, South Dakota. — [1996] 
30 p. :— (USDA Forest Service research paper RM ; RP- 
323) Shipping list no.: 98-0009-M. @Item 0083-B (MF) 
OCLC 38251084 


98-4219 A 13.78:RM-RP-325 
Water chemistry of Rocky Mountain Front Range aquatic ecosystems. 
— [1996] 
iii, 13 p. :— (USDA Forest Service research paper RM ; RP- 
325) Shipping list no.: 98-0182-M. @ltem 0083-B (MF) 
OCLC 38289416 


98-4220 A 13.79:IITF-RN-1 
Chemical and physical analyses of selected plants and soils from 
Puerto Rico (1981-1990). — [1997] 
112 p. ;— (Research note IITF ; RN-1) Shipping list no.: 
98-0160-M. @Item 0083-B-04 (MF) 
OCLC 38175784 





98-4221 A 13.79:INT-RN-428 
Smoothing point data into maps using SAS/GRAPH software. — 
[1996] 
13 p. :— (Research note INT ; RN-428) 
98-0234-M. @ltem 0083-B-04 (MF) 
OCLC 38289531 


98-4222 A 13.79:PSW-RN-421 
Vegetation in group-selection openings. — [1997] 
7 p. :— (Research note PSW-RN ; 421) 
98-0181-M. @ltem 0083-B-04 (MF) 
OCLC 38289786 


98-4223 A 13.80:INT-RB-86 
Logging utilization— Idaho, 1990. — [1996] 
16 p. :— (Resource bulletin INT ; RB-86) 
98-0181-M. @ltem 0083-B-05 (MF) 
OCLC 38289184 


98-4224 A 13.84/2:7720-100/3 
Forest Service specifications for construction of roads and bridges. 
— Rev. — [1996] 
xiv, 637 p. :— (EM ; 7720-100) 
M. @Jtem 0083-C (MF) 
OCLC 38282713 


98-4225 A 13.88:NC-192 
An interpretation of landscape structure from historic and present land 
cover data in the eastern Upper Peninsula of Michigan. — [1997] 
30 p. :— (General technical report NC ; 192) Shipping list 
no.: 98-0160-M. @ltem 0083-B-06 (MF) 
OCLC 38175296 


98-4226 A 13.88:PNW-GTR-399 
Large-scale conservation assessment for neotropical migratory land 
birds in the interior Columbia River basin. — [1997] 
56 p. :— (General technical report PNW ; GTR 399) 
list no.: 98-0160-M. @lItem 0083-B-06 (MF) 
OCLC 38175426 


98-4227 A 13.88:PNW-GTR-408 
Of spotted owls, old growth, and new policies. — [1997] 
34 p. ;— (General technical report PNW ; 408) 
no.: 98-0181-M. @Item 0083-B-06 (MF) 
OCLC 38282205 


98-4228 A 13.88:RM-GTR-281 
Birds of Cimarron National Grassland. — [1996] 
iv, 108 p. :— (General technical report RM ; GTR-281) Ship- 
ping list no.: 98-0002-M. @ltem 0083-B-06 (MF) 
OCLC 38200564 


98-4229 A 13.88:RM-GTR-296 
Decision support systems for ecosystem management. — [1997] 
iv, 154 p. ;— (General technical report RM ; GTR-296) Ship- 
ping list no.: 98-0160-M. @Item 0083-B-06 (MF) 
OCLC 38175560 


98-4230 A 13.88:RM-GTR-297 
Micropropagation, genetic engineering, and molecular biology of 
Populus. — [1997] 
iv, 326 p. :— (General technical report RM-GTR ; 297) Ship- 
ping list no.: 98-0107-P. @ltem 0083-B-06 
OCLC 38289664 


98-4231 A 13.92:AL 5/2 
River management plan. — [1996] 
1 v. (various pagings) : Shipping list no.: 97-0408-M. @ltem 
0080-F (MF) 
OCLC 38271785 


Shipping list no.: 


Shipping list no.: 


Shipping list no.: 


Shipping list no.: 98-0161- 


S/N 001-001-00660-2 


Shipping 


Shipping list 


Government Publications — April 1998 


98-4232 A 13.92:C 23/2/V.1 
Upper Carroll timber sale. — [1996- 
v. :— (RI0-MB ; 332) Shipping list no.: 97-0443-M (v. 1). 
Contents: v. 1. [Untitled]. @ltem 0080-F (MF) 
OCLC 37159496 


98-4233 
Savant Sage. — [1994?] 
1 v. (various pagings) : 
0080 (MF) 
OCLC 38282663 


98-4234 A 13.92:M 56 
Metolius wild and scenic river management plan. — [1996] 


ii, 236 p.: Shipping list no.: 98-0014-M. @ltem 0080-F (MF) 
OCLC 38292996 


98-4235 A 13.92:T 61/8/REC. 
Record of decision. — [1996] 
41 p. :— (RIO-MB ; 
@ltem 0080-F (MF) 
OCLC 38213424 


98-4236 A 13.92:T 61/10/V.1 
Lab Bay project area final environmental impact statement. — [1997- 
v. :— (RIO-MB ; 321 a) Contents: v. 1. [without special title]. 
@ltem 0080-F (MF) 
OCLC 38023910 


98-4237 A 13.92:W 15/3 
Wild and scenic river study report and final legislative environmental 
impact statement for eight rivers administered by the Wallowa- 
Whitman National Forest. — [19977] 
1 v. (various pagings) : Shipping list no.: 98-0160-M. @lItem 
0080-F (MF) 
OCLC 38233871 


98-4238 


A 13.92:ID 1/2 


Shipping list no.: 98-0012-M. @ltem 


293 C) Shipping list no.: 98-0442-M. 


A 13.92/2:C 38/V.1-2 


A 13.92/2:C 38/SUM. 
Chasina timber sale. — [1997] 
3 v. :— (RIO-MB ; 333) Shipping list no.: 98-0014-M (v. 
1; [v. 3], Summary); 98-0012-M (v. 2). Contents: v. 1. [without 
special title] — v. 2. Appendices A-J — [v. 3]. Summary. @ltem 
0080-F (MF) 
OCLC 38279942 


98-4239 A 13.92/2:SU 6/2 
Summit Fire Recovery Project. — 1997. 
1 v. (various pagings) : Shipping list no.: 98-0014-M. @ltem 
0080-F (MF) 
OCLC 38293233 


98-4240 A 13.92/2:T 61/15/V.1 


Lab Bay project area draft environmental impact statement. — [1995- 
v.:— (RIO-MB ; 296 a) Contents: v. 1. [without special title]. 
@ltem 0080-F (MF) 
OCLC 35024770 


98-4241 A 13.92/2:T 61/17/V.2 
Port Houghton/Cape Fanshaw timber sale project. — [1995- 
v.:— (RIO-MB ; 309 c) Contents: v. 2. [Appendixes]. 
0080-F (MF) 
OCLC 38293308 


98-4242 A 13.110/9:R 8-FR 55 


New patent for protecting pines from bark beetle infestation in urban 
and rural areas. [1996] 
(Forestry report R8-FR ; 55) @lItem 0079-M (online) 
OCLC 38177625 


@ltem 





Agricultural Marketing Service — Agriculture Dept. 


98-4243 A 13.110/9:R 8-FR 56 
Do trees strengthen urban communities, reduce domestic violence? 
[1996] 
(Forestry report R8-FR ; 56) 
OCLC 38177678 
98-4244 A 13.114/2:L 6¥PROG. 
Lincoln National Forest progress report. — [1994] 
(6] p.: Shipping list no.: 97-0943-M. @lItem 0080 (MF) 
OCLC 38282651 
98-4245 A 13.137:9624-2819-MTDC 
National tree climbing field guide. — [1996] 
vi, 202 p. : Shipping list no.: 98-0161-M. @ltem 0084-A-03 
(MF) 
OCLC 38282722 
98-4246 A 13.137:9751-2814-MTDC 
Fitness and work capacity. — 2nd ed. — [1997] 
iv, 78 p. : Shipping list no.: 98-0194-M. @Item 0084-A-03 
(MF) 
OCLC 38190769 


NATIONAL AGRICULTURAL LIBRARY 
Agriculture Dept. 
Beltsville, MD 20705 


98-4247 A 17.2:ED 8/2/996 


Educational and training opportunities in sustainable agriculture. 
v. ; Shipping list no.: 97-0117-P. Issue: 9th ed. Dec. 1996. 
@ltem 0095-A-01 @ltem 0095-A-01 (online) 
OCLC 29983247 


98-4248 A 17.24:97-05 
Sustainable agriculture in print. — [1997] 
115 p. ;— (Special reference briefs series, no. SRB 97-05) 
Shipping list no.: 97-0346-P. @ltem 0095-A-03 
OCLC 37861508 
98-4249 A 17.24:98-01 
Animal euthanasia. — [1997] 
46 p. ;— (Special reference briefs series, SRB 98-01) 
list no.: 98-0087-P. @Item 0095-A-03 
OCLC 38144860 
98-4250 A 17.27:11/PRELIMJREP.1 
Animal welfare legislation. — [1992] 


7 p.; Shipping list no.: 92-0527-P. @lItem 0095-C-01 
OCLC 26625343 


EXTENSION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


98-4251 A 43.2:SE 1 


Applying Seaman Knapp’s ideals in the new millenium, November 
16, 1997. —[1997] 
iv, 12 p. :— (Seaman A. Knapp lecture ; 
list no.: 98-0067-P. @lItem 0061-D 
OCLC 38156380 


NATURAL RESOURCES CONSERVATION 
SERVICE 
Agriculture Dept. 
Washington, DC 20250 
98-4252 A 57.2:10 9/2 
Interseeding CRP. — [19977] 


[4] p.: Shipping list no.: 98-0070-P. @Item 0120 
OCLC 38163411 


@ltem 0079-M (online) 


Shipping 


1997) Shipping 
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98-4253 A 57.2:R 31/14 
Resource conservation & development. — [1997] 
[3] p.; Shipping list no.: 98-0075-P. @lItem 0120 
OCLC 38153180 


98-4254 A 57.2:W 84 
Iowa NRCS Federal Women’s Program. — [1997?] 
1 folded sheet (6 p.) : Shipping list no.: 98-0090-P. @Item 
0120 
OCLC 38250988 


98-4255 A 57.2:97034204 

The NRCS watershed program role in locally-led conservation. [1997?] 
@ltem 0120 (online) 
OCLC 38178108 


98-4256 A 57.6/2:97025071 
Stream corridor restoration handbook. [1997?] 
@ltem 0120-A (online) 
OCLC 38178135 


98-4257 A 57.38/18:UN 3 
Soil survey of Union Parish, Louisiana. — [1997] 
vii, 201 p., [3], 50 folded p. of plates : 
98-0083-P. @ltem 0102-B-18 
OCLC 38144875 


98-4258 A 57.38/25:G 21 
Soil survey of Gasconade County, Missouri. — [1997] 
vii, 163 p., [3], 51 folded p. of plates : Shipping list 
98-0085-P. @lItem 0102-B-25 
OCLC 38144864 


98-4259 A 57.38/33:G 76 
Soil survey of Granville County, North Carolina. — [1997] 
vii, 198, [3] p., 16 folded p. of plates : Shipping list 
97-0334-P. @ltem 0102-B-33 
OCLC 37624627 


98-4260 A 57.38/42:H 21 
Soil survey of Hardeman County, Tennessee. — [1997] 
vii, 183 p., [3], 36 folded p. of plates : Shipping list 
98-0094-P. @ltem 0102-B-42 
OCLC 38204121 


98-4261 A 57.65/2:L 62 


Limestone-Graveyard Creeks Watershed, Bent County, Colorado, 
Prowers County, Colorado watershed plan and environmental assess- 
ment. — [1996] 

1 v. (various pagings) : 
0121-C (MF) 
OCLC 38293317 


FEDERAL CROP INSURANCE CORPORATION 
Agriculture Dept. 
Washington, DC 20250 


98-4262 A 62.15:P 31/2/9996 
Peanut handbook. — [1996- 


1 v. (loose-leaf) ; Shipping list no.: 97-0075-P. @lItem 0071- 
E 


Shipping list 


Shipping list no.: 98-0055-M. @lItem 


OCLC 37854202 


AGRICULTURAL MARKETING SERVICE 
Agriculture Dept. 
Washington, DC 20250 
98-4263 A 88.2:P 86/9 


Quality poultry for volume buyers. — [1997] 
1 sheet: Shipping list no.: 98-0095-P. @Item 0024-B 
OCLC 38204208 





98-4264 A 88.2:R 53/997 
Rural roads and bridges. — [1997] 


15 p. : Shipping list no.: 98-0180-M. @lItem 0024-B (MF) 
OCLC 38289631 


98-4265 A 88.12/31:992 


A 88.12/31:993 


A 88.12/31:994 
Fresh fruit and vegetable arrivals in eastern cities by commodities, 
States, and months. 

v.; (FVAS ; 1!) Shipping list no.: 98-0012-M. Issue: Calendar 
year 1992; Calendar year 1993; Calendar year 1994. @lItem 0019- 
A (MF) 

OCLC 10852265 


98-4266 A 88.12/31:995 


A 88.12/31:996 
Fresh fruit and vegetable arrivals in eastern cities by commodities, 
States, and months. 
v. ; (FVAS ; 1) Shipping list no.: 98-0012-M. Issue: Calendar 
year 1995; Calendar year 1996. @ltem 0019-A (MF) 
OCLC 10852265 


98-4267 A 88.12/31-2:992 


Fresh fruit and vegetable arrivals in western cities by commodities, 
States, and months. 
v. ; (FVAS ; 2) Shipping list no.: 98-0012-M. 
year 1992. @ltem 0019-A (MF) 
OCLC 17896952 


Issue: Calendar 


98-4268 A 88.12/31-2:993 


A 88.12/31-2:994 
Fresh fruit and vegetable arrivals in western cities by commodities, 
states, and months. 
v. ; (FVAS ; 2) Shipping list no.: 98-0012-M. Issue: Calendar 
year 1993; Calendar year 1994. @lItem 0019-A (MF) 
OCLC 17896952 


98-4269 A 88.12/31-2:995 


A 88.12/31-2:996 
Fresh fruit and vegetable arrivals in westem cities by commodities, 
states, and months. 
v. ; (FVAS ; 2) Shipping list no.: 98-0012-M. 
year 1995; Calendar year 1996. 
OCLC 17896952 


Issue: Calendar 
@ltem 0019-A (MF) 


98-4270 A 88.12/31-3:996 
Fresh fruit and vegetable shipments by commodities, states, and 
months. 
v. ; (19 -1963: AMS) Shipping list no.: 98-0012-M. @lItem 
0019-A (MF) 
OCLC 10978872 


98-4271 A 88.12/31-4:992 


A 88.12/31-4:993 
Fresh fruit and vegetable arrival totals for 23 cities. 
v. ; (FVAS ; 3) Shipping list no.: 98-0012-M. Issue: Calendar 
year 1992; Calendar year 1993. @lItem 0019-A (MF) 
OCLC 17897059 
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98-4272 A 88.12/31-4:994 


A 88.12/31-4:995 
Fresh fruit and vegetable arrival totals for 23 cities. 
v. ; (FVAS ; 3) Shipping list no.: 98-0012-M. Issue: Calendar 
year 1994; Calendar year 1995. @lItem 0019-A (MF) 
OCLC 17897059 


98-4273 A 88.12/31-4:996 
Fresh fruit and vegetable arrival totals for 23 cities. 
v. ; (FVAS ; 3) Shipping list no.: 98-0012-M. 
year 1996. @lItem 0019-A (MF) 
OCLC 17897059 


Issue: Calendar 


98-4274 A 88.14/11-2:996 


Federal milk order market statistics. Annual summary. 
v. : (Statistical buidetin ; no. 938) Shipping list no.: 987-0053- 
M. Issue: 1996. @lItem 0024-B-03 (MF) 
OCLC 11323388 


NATIONAL AGRICULTURAL STATISTICS 
SERVICE 
Agriculture Dept. 
Washington, DC 20005-4789 


98-4275 A 92.2:C 29/2 
Cattle predator loss (PCT-BB). [1996] 


@ltem 0122-A-07 (online) @Item 0122-A-07 (MF) 
OCLC 37375530 


98-4276 A 92.16/2:996 
Agricultural prices ... summary. 
v. ; Shipping list no.: 98-0113-M. 
C (MF) 
OCLC 20299829 


Issue: 1996. @lItem 0018- 


98-4277 


Crop production. Summary. 
v. : Shipping list no.: 97-0962-M. 
B-02 (MF) 
OCLC 18592783 


A 92.24/4:995 


Issue: 1995. @ltem 0020- 


TRANSPORTATION OFFICE 
Agriculture Dept. 
Washington, DC 20250 


98-4278 A 109.2:C 78/2 


Top 100 cooperatives 1994 financial profile. — [1996] 
17 p.: 
OCLC 35157825 


98-4279 A 109.2:EM 7 


Rural employment zones and enterprise communities. — [1996] 
iii, 30 p. : Shipping list no.: 98-0160-M. @Item 0065-B (MF) 
OCLC 38185785 


AGRICULTURAL COOPERATIVE SERVICE 
Agriculture Dept. 
Washington, DC 20250 


98-4280 A 109.10/2: VSECT.27 
Cooperatives in international trade. — [1997] 
i, 9 p. :— (Cooperative information report ; 1, section 27) Ship- 
ping list no.: 98-0160-M. @lItem 0065-B (MF) 
OCLC 38190839 
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Federal Register Office — National Archives and Records Administration 


98-4281 
Co-ops 101. — [1997] 
iii, 40 p. :— (Cooperative information report ; 55) Shipping 
list no.: 98-0160-M. @ltem 0065-B (MF) 
OCLC 38190904 


A 109.10/2:55 


FOOD SAFETY AND INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


98-4282 A 110.2:97020376 
Barbecue food safety. Slightly rev. June 1997. 1997. 
(Consumer information from USDA) @lItem 0031-C (online) 
OCLC 38177600 


98-4283 A 110.2:97020377 
After a fire, is the food safe? [1996] 
(Consumer information from USDA) @ltem 0031-C (online) 
OCLC 38177591 


98-4284 A 110.6/2-2:995/REPRINT 
Meat and poultry inspection regulations. — 1996- 
1 v. (loose-leaf) : Shipping list no.: 96-0316-P. @ltem 0021- 
T S/N 901-005-00000-1 
OCLC 35289555 


HUMAN NUTRITION INFORMATION SERVICE 
Agriculture Dept. 
Hyattsville, MD 20782 


98-4285 A 112.15:SO 9/997 
Commodity fact sheet. Soybeans and minor oilseeds. 


v. ; Shipping list no.: 97-0178-P. Issue: 1997, rev. Feb. 1997. 
@ltem 0110-A 


OCLC 36873531 
98-4286 A 112.15:SU 3/996 


Commodity fact sheet. Sugar beets and sugarcane. 
v. ; Shipping list no.: 967-0274-P. Issue: Mar. 1996. @lItem 
0068-E-01 
OCLC 35903009 


98-4287 A 113.2:97025886 
Price determination in slaughter cattle procurement. — [1996] 
xxxii, 322 p. :— (GIPSA-RR ; 96-2) @lItem 0031-F (online) 
OCLC 35960687 


98-4288 A 113.2:97025892 

Firms registered under the United States Grain Standards Act. [1997] 
@ltem 0031-F (online) 
OCLC 38177716 


98-4289 A 113.2:97025897 
United States standards for rice. [19977] 
@ltem 0031-F (online) 
OCLC 36911222 


98-4290 A 113.2:97025944 
Effects of concentration on prices paid for cattle. — [1996] 


ii, 24.p.;— (GIPSA-RR ; 96-4) @ltem 0031-F (online) 
OCLC 35989521 


98-4291 A 113.2:97025959 
Vertical coordination in hog production. — [1996] 
x, 97 p.: — (GIPSA-RR ; 96-5) @ltem 0031-F (online) 
OCLC 35996559 
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98-4292 A 13,36/2-6:R 10-RG 113 
Public recreation cabins. — [1997] 
33 p.: — (R10-RG ; 113) Shipping list no.: 98-0094-P. @lItem 
0086-C 
OCLC 38211012 


ARMS CONTROL AND DISARMAMENT 
AGENCY 
Washington, DC 20451 


98-4293 AE 1.18:07007816 
Agency recordkeeping requirements. — 1995. 
(25] p. ;— (National Archives and Records Administration man- 


agement guide series) @lItem 0569-B (online) 
OCLC 33194272 


NATIONAL ARCHIVES AND RECORDS 
ADMINISTRATION 
Washington, DC 20408 


98-4294 AE 1.102:M 58/2/996 
Microflim resources for research. — 1996. 
@ltem 0569-B-02 (online) 
OCLC 38280087 


98-4295 AE 1.102:R 24/2997 
Record administration training. — 1997. 


@ltem 0569-B-02 (online) 
OCLC 38290520 


98-4296 AE 1.108:R 24/995 
Records management. — 1995. 

@ltcm 0569-B (online) 

OCLC 38290603 


98-4297 AE 1.108:97007816 
Agency recordkeeping requirements. — 1995S. 
[25] p. ;— (National Archives and Records Administration man- 


agement guide series) @ltem 0569-B (online) 
OCLC 33194272 


98-4298 AE 1.118:07007816 82 
1995 cotton objective yield survey, — [1995] 
903 p.: Shipping list no.: 97-0442-M. @ltem 0122-A-09 (MF) 
OCLC 38211316 


FEDERAL REGISTER OFFICE 


National Archives and Records Administration 


Washington, DC 20408 
98-4299 AE 2.110:105-46 


Joint Resolution Making Continuing Appropriations for the Fiscal Year 
1998, and for Other Purposes . — [1997] 
[6) p. ; Shipping list no.: 98-0053-P. @lItem 0575 S/N 869- 
033-00047-2 
OCLC 38279541 


98-4300 AE 2,110;105-47 
An Act to Authorize Appropriations for Carrying Out the Earthquake 
Hazards Reduction Act of 1977 for Fiscal Years 1998 and 1999, 
and for Other Purposes. — [1997] 
[1] leaf ; Shipping list no.: 98-0053-P. @lItem 0575 S/N 869- 
033-00048-1 
OCLC 38250809 





98-4301 AE 2.110:105-49 
An Act to Provide for the Conveyance of a Parcel of Unused Agricul- 
tural Land in Dos Palos, California, to the Dos Palos Ag Boosters 
for Use as a Farm School. — [1997] 
[1] leaf ; Shipping list no.: 98-0053-P. @lItem 0575 S/N 869- 
033-00050-2 
OCLC 38250407 


98-4302 AE 2.110:105-50 

An Act to Amend the Federal Property and Administrative Services 
Act of 1949 to Authorize the Transfer of Surplus Personal Property 
to States for Donation to Nonprofit Providers of Necessaries to 
Impoverished Families and Individuals, and to Authorize the Trans- 
fer of Surplus Real Property to States .... — [1997] 

(3) p. ; Shipping list no.: 98-0054-P. @ltem 0575 S/N 869- 
033-0005 1-1 
OCLC 38279863 


98-4303 AE 2.110:105-53 
An Act to Provide for the Authorization of Appropriations in Each 
Fiscal Year for Arbitration in United States District Courts, and 


for Other Purposes. — [1997] 
[2] p. ; Shipping list no.: 98-0054-P. @ltem 0575 S/N 869- 
033-00054-5 
OCLC 38279886 


98-4304 AE 2.110:105-54 


An Act Act to Amend the Immigration and Nationality Act to Extend 
the Special Immigrant Religious Worker Program, to Amend the 
Illegal Immigration Reform and Immigrant Responsibility Act of 
1996 to Extend the Deadline for Designation of an Effective Date 
for Paperwork Changes in the Employer Sanctions Program ..... — 
[1997] 

[2) p. ; 
033-00055-3 
OCLC 38279908 

98-4305 AE 2.110:105-56 

An Act Making Appropriations for the Department of Defense for 
the Fiscal Year Ending September 30, 1998, and for Other Purposes. 
— [1997] 

(49] p. ; 
033-00057-0 
OCLC 38250850 


98-4306 AE 2.110:105-57 
National Wildlife Refuge System Improvement Act of 1997. — [1997] 


{9} p. ; Shipping list no.: 98-0055-P. @ltem 0575 S/N 869- 
033-00058-8 


OCLC 38250411 
98-4307 AE 2.110:105-59 
An Act to Provide for the Release of the Reversionary Interest Held 
by the United States in Certain Property Located in the County 
of losco, Michigan. — [1997] 
[1] leaf ; Shipping list no.: 98-0058-P. @lItem 0575 S/N 869- 
033-00060-0 
OCLC 38250429 


98-4308 AE 2.110:105-61 
Treasury and General Government Appropriations Act, 1998. — 
{1997] 
[48] p. ; 
033-00062-6 
OCLC 38250431 
98-4309 AE 2.110:105-62 
Energy and Water Development Appropriations Act, 1998. — [1997] 
[22] p.; Shipping list no.: 98-0058-P. @lItem 0575 S/N 869- 


033-00063-4 
OCLC 38250445 


Shipping list no.: 98-0055-P. @lItem 0575 S/N 869- 


Shipping list no.: 98-0055-P. @lItem 0575 S/N 869- 


Shipping list no.: 98-0063-P. @Item 0575 S/N 869- 
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98-4310 AE 2.110:105-63 
An Act to Designate the United States Courthouse at 500 State Avenue 
in Kansas City, Kansas, as the ‘‘Robert J. Dole United States 
Courthouse.”’. — [1997] 
{1] leaf; Shipping list no.: 98-0070-P. @ltem 0575 S/N 869- 
033-00064-2 
OCLC 38250451 


98-4311 AE 2.110:105-64 
Joint Resolution Making Further Continuing Appropriations for the 
Fiscal Year 1998, and for Other Purposes. — [1997] 
[1] leaf; Shipping list no.: 98-0070-P. @lItem 0575 S/N 869- 
033-00065-1 
OCLC 38250455 


98-4312 AE 2.110:105-65 
Departments of Veterans Affairs and Housing and Urban Development, 
and Independent Agencies Appropriations Act, 1998. — [1997] 
[81] p. ; Shipping list no.: 98-0063-P. @lItem 0575 S/N 869- 
033-00066-9 
OCLC 38250462 


98-4313 AE 2.110:105-66 
An Act Making Appropriations for the Department of Transportation 
and Related Agencies for the Fiscal Year Ending September 30, 
1998, and for Other Purposes. — [1997] 
[27] p. ; Shipping list no.: 98-0063-P. @ltem 0575 S/N 869- 
033-00067-7 
OCLC 38250842 


98-4314 AE 2,110:105-67 
Joint Resolution to Confer Status as an Honorary Veteran of the 
United States Armed Forces on Leslie Townes (Bob) Hope. — 
[1997) 
[1] leaf ; 
033-00068-5 
OCLC 38279595 


Shipping list no.: 98-0063-P. @ltem 0575 S/N 869- 


98-4315 AE 2.110:105-68 
Joint Resolution Making Further Continuing Appropriations for the 
Fiscal Year 1998, and for Other Purposes. — [1997] 
(1] leaf; Shipping list no.: 98-0095-P. @ltem 0575 S/N 869- 
033-00069-3 
OCLC 38250839 


98-4316 AE 2.110:105-69 
Joint Resolution Making Further Continuing Appropriations for the 
Fiscal Year 1998, and for Other Purposes. — [1997] 
[1] leaf; Shipping list no.: 98-0095-P. @ltem 0575 S/N 869- 
033-00070-7 
OCLC 38250832 


98-4317 AE 2,110:105-70 
An Act to Designate the Facility of the United States Postal Service 
Located at 551 Kingstown Road in South Kingstown, Rhode Island, 
as the ‘‘David B. Champagne Post Office Building.’’. — [1997] 
{1] leaf; Shipping list no.: 98-0095-P. @ltem 0575 S/N 869- 
033-00071-5 
OCLC 38241694 


98-4318 AE 2.110:105-71 
Joint Resolution Making Further Continuing Appropriations for the 
Fiscal Year 1998, and for Other Purposes. — [1997] 
(1] leaf ; Shipping list no.: 98-0095-P. @ltem 0575 S/N 869- 
033-00072-3 
OCLC 38250825 





Census Bureau — Commerce Dept. 


98-4319 AE 2.110;105-72 
An Act to Amend Title I of the Employee Retirement Income Security 
Act of (974 to Clarify Treatment of Investment Managers under 
Such Title. — [1997] 
[2] p. ; Shipping list no.: 98-0095-P. @lItem 0575 S/N 869- 
033-00073-) 
OCLC 38279847 


98-4320 AE 2.114:996/BK.1 
Public papers of the presidents of the United States. 


v. : Shipping list no.: 98-0004-S. Issue: Jan. 1 10 June 30, 
1996, Bk. 1, William J. Clinton. @Item O574-A_ S/N 069-000- 
QQ068- | 

OCLC 01198154 


COMMERCE DEPARTMENT 
Washington, DC 20230 
98-4321 C 1.1:996 
Commerce annual report. 


v. ; Shipping list no.: 98-0198-M. 
0126 (MF) 


OCLC 32753929 
98-4322 C 1.88:T 677MANUAL 


National Trade Data Bank manual. — 1997. 
I v. (various pagings) : Shipping list no.: 98-0073-P. 
QL28-L 
OCLC 37903196 


CENSUS BUREAU 
Commerce Dept. 


Suitland, MD 20233 
98-4323 C 3.2:N 21/3 


SIPP, you represent your nation. — [1995] 
| folded sheet (6 p.): @ltem 0146 
OCLC 38250804 


98-4324 C 3.2:97008966 
Property owners & managers survey. [1997] 
@ltem 0146 (online) 
OCLC 38)53357 


98-4325 C 3.2:98007048 


National population projections. [1997} 
@ltem 0146 (online) 


OCLC 38141413 
98-4326 C 3.0/2:F 49/6/92 


Governments finance and employment classification manual. [1992] 


@ltem 0146-A (online) 
OCLC 38141394 


98-4327 C 3.134:997 
Statistical abstract of the United States. 
v. : Shipping list no.: 98-0006-S. 
0150 (online) S/N 003-024-08825-8 
OCLC 01193890 


98-4328 C 3.138/3-8:987-96 


Current business reports. Annua! benchmark report for retail trade. 


v. ; Shipping list no.: 97-0266-P. Issue: Jan. 1987 through 
Dec. 1996. @ltem 0147-B-02 


OCLC 37040997 
98-4329 


Issue: FY 1996. @ltem 


@liem 


Issue: 1997. @ltem 0150, 


C 3.158/4:995 


Current industria) reports. MP-), Manufacturing profiles. 
v. ; Shipping list no.: 97-0305-P. Issue: 1995. 
A-O1 @ltem 0142-A-01 (online) 
OCLC 31224797 


@ltem 0142- 
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98-4330 C 3.186;P-2S/EL 
State population estimates. [1997] 

@ltem 0142-C (online) 

OCLC 38153377 


98-4331 C 3,204/3-1:995 
County business patterns, United States. 
v. : Shipping list no.: 98-0107-P. Issue: 1995. @ltem 0133- 


A-52 @lItem 0133-A-52 (online) S/N 803-051-00001-1 
OCLC 07537362 


98-4332 C 3.204/3-2:995 
County business patterns, Alabama. 

v. : Shipping list no.: 98-0076-P. 
A-01 @ltem 0133-A-01 
copy) 

OCLC 07536775 


Issue: 1995. @lItem 0133- 
(online) S/N 803-051-00003-8 (paper 


98-4333 C 3.204/3-5:995 
County business patterns, Arkansas. 


v. : Shipping list no.: 98-0093-P. 
A-04 @lItem 0133-A-04 (online) 


OCLC 05364522 
98-4334 C 3.204/3-8:995 


County business patterns, Connecticut. 
v. : Shipping fist no.: 98-0036-P. [ssue: 995. @ltem 0133- 


A-07 @lvem 0133-A-07 (online) S/N 803-051-00008-9 (paper 


copy) 
OCLC 07560571 
98-4335 


Issue: 1995. @ltem 0133- 
S/N 803-05 [-00005-4 


C 3.204/3-10:995 
County business patterns, District of Columbia. 
v. : Shipping list no.: 98-0080-P. Issue: 1995. @ltem 0133- 
A-51 @ltem 0133-A-5S1 (online) S/N 803-051-00010-1 
OCLC 07542814 


98-43% C 3.204/3-12:995 
County business patterns, Georgia. 

Vv. Shipping list no.. 98-0085-P. Issue: 1995. @ltem 0133- 
A-10 @Item 0133-A-10 (online) S/N 803-051-00012-7 (paper 
copy) 

OCLC 07537123 


98-4337 C 3.204/3-14:995 
County business patterns, Idaho. 
v. : Shipping list no.: 98-0094-P. Issue: 1995. @lItem 0133- 


A-12 @ltem 0133-A-12 (online) S/N 803-051-00014-3 
OCLC 07568530 


98-4338 C 3.204/3-18:995 
County business patterns, Kansas. 
v. : Shipping list no.: 98-0036-P. Issue: 1995. @lItem 0133- 
A-16 @ltem 0133-A-16 (online) S/N 803-051-00018-6 (paper 


copy) 
OCLC 06549900 


98-4339 C 3.204/3-21:995 
County business patterns, Maine. 
v. : Shipping list no.: 98-0036-P. Issue: 1995. @ltem 0133- 
A-19 @ltem 0133-A-19 (online) S/N 803-051-00021-6 (paper 


copy) 
OCLC 07560600 


98-4340 C 3.204/3-23:995 
County business patterns, Massachusetts. 
v. : Shipping list no.: 98-0036-P. 
A-21 @ltem 0133-A-21 (online) 


copy) 
OCLC 07566947 


Issue: 1995. @ltem 0133- 
S/N 803-051-00023-2 (paper 





98-4341 C 3.204/3-27:995 
County business patterns, Missouri. 
v. : Shipping list no; 98-0107-P, 
A-25 @lItem 0133-A-25 (online) 
OCLC 06549923 


Issue: 1995. @ltem 0133- 


S/N 803-05 1-00027-5 


98-4342 C 3.204/3-29:995 


County business patterns, Nebraska. 
v. : Shipping list no.: 98-0080-P. Issue: 1995. 
A-27 @ltem 0133-A-27 (online) 
OCLC 07541535 


98-4343 C 3.204/3-30:995 
County business patterns, Nevada. 
v. : Shipping list no. 98-0094-P, Issue: 1995. @ltem 0133- 


A-28 @lItem 0133-A-28 (online) S/N 803-051-00030-5 
OCLC 07589504 


@ltem 0133- 
S/N 803-051-00029-1 


98-4344 C 3.204/3-31:995 


County business patterns, New Hampshire. 
v. : Shipping list no.: 98-0036-P. Issue: 1995. @ltem 0133- 
A-29 @ltem 0133-A-29 (online) S/N 803-051-00031-1 (paper 


co 


Py) 
OCLC 07566971 


98-4345 C 3.204/3-38:995 
County business patterns, Oklahoma. 
v. : Shipping list no.: 98-0093-P. Issue: 1995. @ltem 0133- 
A-36 @ltem 0133-A-36 (online) S/N 803-051-00038-1 
OCLC 07567233 


98-4346 C 3.204/3-41:995 
County business patterns, Rhode Island. 
v. : Shipping list no.: 97-0036-P. 
A-39 @ltem 0133-A-39 (online) 


copy) 


OCLC 07567135 
98-4347 C 3.204/3-44:995 


County business patterns, Tennessee. 
v. : Shipping list no.: 98-0076-P. Issue: 1995. @lItem 0133- 


A-42 @liem 0133-A-42 (online) S/N 803-05)-00044-5 (paper 
copy) 
OCLC 07537152 


98-4348 C 3.204/3-46:995 
County business patterns, Utah. 
v. : Shipping list no.: 98-0080-P. Issue: 1995. @ltem 0133- 


A-44 @ltem 0133-A-44 (online) S/N 803-051-00046-1 
OCLC 07589438 


Issue: 1995. @ltem 0133- 
S/N 803-051-00041-1 (paper 


98-4349 C 3.204/3-48:995 
County business patterns, Virginia. 
v. : Shipping list no.: 98-0085-P. Issue: 1995. @ltem 0133- 
A-46 @ltem 0133-A-46 (online) S/N 803-051-00048-8 (paper 
copy) 


OCLC 04602687 


98-4350 C 3.204/3-49:995 
County business patterns, Washington. 


v. : Shipping list no.: 98-0080-P. Issue: 1995. @ltem 0133- 
A-47 @lItem 0133-A-47 (online) 


OCLC 07537196 
98-4351 C 3.204/3-50:995 


County business patterns, West Virginia. 
v. : Shipping list no.: 98-0093-P. Issue: 1995. @ltem 0133- 


A-48 @ltem 0133-A-48 (online) S/N 803-051-00050-0 
OCLC 07541350 


Government Publications — April 1998 


98-4352 
Aging trends. — (1997] 


6 folded sheet (6 p.) : — (International brief ; 1B/97-2) Shipping 
list no.: 97-0364-P. @ltem 0146-F-03 


OCLC 37706450 
98-4353 


C 3.205/9:97-2 


C 3.215:H 170/96-45 
Current housing reports. H-170, American housing survey, Cleveland, 


OH, primary metropolitan statistical area. Housing characteristics 
for selected metropolitan areas. 


v. : Shipping list no.: 98-0095-P. Issue: 1996. @lItem 0141- 
A @JItem 0141-A (online) 


OCLC 18931800 


98-4354 C 3.215:H 170/96-50 


Current housing reports. H-170, American housing survey, Indianap- 
olis, IN, metropolitan statistical area. Housing characteristics for 
selected metropolitan areas. 

v. : Shipping list no.: 98-0095-P. Issue: 1996. 
A @ltem 0141-A (online) 
OCLC 18802662 


98-4355 C 3,2159-3;995 
Current construction reports. C25, Characteristics of new housing. 
v. ; Shipping list no.: 97-0066-P. Issue: C25/95A, 1995. 


@ltem 0140-A-06 S/N 703-038-00000-0 
OCLC 27503647 


98-4356 C 3.252:2/5/REV. 


Availability of census records about individuals. — Rev. — 1997. 


4 p. ;:— (Factfinder for the nation ; CCF no. 2) Shipping 
list no.: 97-0232-P. @ltem O131-F @ltem 0131-F (online) 


OCLC 36980919 
98-4357 C 3.277:CD-EC 92-2 B 


1992 economic census. Dise 2B, ZIP code statistics. [1997) 
{ computer laser optical disc ; Shipping list no.: 
@ltem O154-C 


OCLC 37874144 


@ltem OI4i- 


97-0062-E. 


NATIONAL INSTITUTE OF STANDARDS AND 
TECHNOLOGY 
Commerce Dept. 
Gaithersburg, MD 20899 
C 13.2:97011513 


The ABC’s of certification activities in the United States. — 1988. 
vii, 20 p. ; — (NBSIR ; 88-3821) @ltem 0244 (online) 
OCLC 18886386 


98-4359 


98-4358 


C 13.2:97011594 
Simulation and implementation of an open architecture controller. 
[1995] 
(Proceedings of the SPIE ; v. 2596) @ltem 0244 (online) 
OCLC 38171645 


98-4360 C 13.10/3:995 
Report of the ... National Conference on Weights and Measures. 
v. : (1927-19 : Miscellaneous publications / Department of Com- 
merce, Bureau of Standards) Shipping list no.: 97-0837-M. _ Issue: 
80th, July 16-20, 1995. @lItem 0247 (MF) S/N 003-003-03390- 


\ (paper copy) 
OCLC 12094346 


98-4361 C 13.11:105-5 


Specifications and tolerances for reference standards and field standard 


weights and measures. 5, Specifications and tolerances for field 
standard stopwatches. — 1997. 
vi, 10 p. :— (NIST handbook ; 105-5) Shipping list no.: 98- 
0051-P. @ltem 0245 S/N 003-003-03487-5 
OCLC 38140921 
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National Institute of Standards and Technology — Commerce Dept. 


98-4362 C 13.11:105-6 


Specifications and tolerances for reference standards and field standard 
weights and measures. 6, Specifications and tolerances for thermom- 
eters. — 1997, 

vi, 8 p. :— (NIST handbook ; 
0053-P. @ltem 0245 
OCLC 38140945 


98-4363 C 13.11:130/998 
Uniform laws and regulations. 
v. ; (1984-1989: NBS handbook ; 130) Shipping list no.: 98- 
0092-P. Issue: 1998. @lItem 0245 S/N 003-003-03509-2 
OCLC 10899958 


98-4364 C 13.46:1420 


NIST high-accuracy sampling wattmeter. — 1997. 
v, 28 p. :— (NIST technical note ; 1420) 
98-0161-M. @ltem 0249-A (MF) 
copy) 
OCLC 38270195 


98-4365 C 13.46:1422 


Electric motor efficiency testing under the new Part 431 of chapter 
II of Title 10, Code of Federal Regulations. — 1997. 

iii, 15 p. :— (NIST technical note ; 1422) Shipping list no.: 
98-0161-M. @lItem 0249-A (MF) S/N 003-003-03439-8 (paper 
copy) 

OCLC 38276277 


98-4366 C 13.46:1423 
Analysis of high bay hangar facilities for fire detector sensitivity 
and placement. — 1997. 

x, 315 p. :— (NIST technical note ; 1423) 
98-0161-M. @Item 0249-A (MF) 
copy) 

OCLC 38276308 


98-4367 C 13.58:85-3273-10 


Energy price indices and discount factors for life-cycle cost analysis. 
v. ; (NISTIR ; 85-3273-10) Shipping list no.: 98-0161-M. 
Issue: 1996. @ltem 0247-D (MF) 
OCLC 36209748 


98-4368 C 13.58:85-3273-12 


Energy price indices and discount factors for life-cycle cost analysis. 
v. ; (NISTIR ; 85-3273-12) Shipping list no.: 98-0161-M. 
Issue: Apr. 1, 1997 to Mar. 31, 1998. @lItem 0247-D (MF) 
OCLC 36209748 


98-4369 C 13.58:4721/993 


Questions and answers on quality, the ISO 9000 standard series, qual- 
ity system registration, and related issues ; More questions and 
answers on the ISO 9000 standard series and related issues. — 
[1993] 

vi, 15, vii, 33 p. ;— (NISTIR ; 4721, 5122) Shipping list 
no.: 94-0041-M. @lItem 0247-D (MF) @lItem 0247-D (online) 
OCLC 29923267 


98-4370 C 13.58:4855 
Recommended agency procedures for implementing federal metric pol- 
icy. — [1992] 
12 p.; — (NISTIR ; 4855) 
OCLC 33190928 


98-4371 C 13.58:5994 
4-D/RCS, a reference model architecture for Demo III]. — [Version 
0.1). — [1997] 
95 p. :— (NISTIR ; 
@ltem 0247-D (MF) 
OCLC 38276346 


105-6) 
S/N 003-003-03499-| 


Shipping list no.: 98- 


Shipping list no.: 
S/N 003-003-03422-3 (paper 


Shipping list no.: 
S/N 003-003-03446-1 (paper 


@ltem 0247-D (online) 


5994) Shipping list no.: 98-0195-M. 
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98-4372 
Technical activities. 
v. ; (NISTIR) 
@ltem 0247-D (MF) 
OCLC 31453152 


C 13.58:5995 


Shipping list no.: 98-0195-M. Issue: 1996. 


98-4373 C 13.58:6009 
Healthcare standards needs for using the NII. — [1997] 
iv, 16 p. ;— (NISTIR ; 6009) Shipping list no.: 98-0195- 
M, @ltem 0247-D (MF) 
OCLC 38233237 


98-4374 C 13.58:6018 
Diffuse-interface methods in fluid mechanics. — [1997] 
39 p. :— (NISTIR ; 6018) Shipping list no.: 
@ltem 0247-D (MF) 
OCLC 38276392 


98-0195-M. 


98-4375 
Industrial need. — [1997] 
v, 23 p. :— (NISTIR ; 6019) 
@ltem 0247-D (MF) 
OCLC 38276421 


98-4376 C 13.58:6022 
S-Check, by example. — [1997] 
12 p. :— (NISTIR ; 6022) 
@ltem 0247-D (MF) 
OCLC 38276545 


C 13.58:6019 


Shipping list no.: 98-0195-M. 


Shipping list no.: 98-0195-M. 


98-4377 


Summary report. — [1997] 
30 p. :— (NISTIR ; 
@ltem 0247-D (MF) 
OCLC 38276587 


C 13.58:6023 


6023) Shipping list no.: 98-0195-M. 


98-4378 C 13.58:6027 
The thermal response of gypsum-panel/steel-stud wall systems exposed 
to fire environments. — [1997] 
vi, 48 p. :— (NISTIR ; 6027) 
M. @ltem 0247-D (MF) 
OCLC 38276610 


98-4379 C 13.58:6030/V.1-2 
Thirteenth meeting of the UJNR Panel on Fire Research and Safety, 
March 13-20, 1996. — [1997] 
2 v. :— (NISTIR ; 6030) Shipping list no.: 98-0195-M. 
@ltem 0247-D (MF) 
OCLC 38276656 


98-4380 C 13.58:6031 
Parallelizing a fourth-order Runge-Kutta method. — [1997] 
26 p. ;— (NISTIR ; 6031) Shipping list no.: 98-0195-M. 
@ltem 0247-D (MF) 
OCLC 38276694 


98-4381 C 13.58:6033 
FIREDOC vocabulary list. — 4th ed. — [1997] 
vi, 115 p. ;— (NISTIR ; 6033) Shipping list no.: 98-0195- 
M. @Item 0247-D (MF) 
OCLC 38276758 


Shipping list no.: 98-0195- 


98-4382 C 13.58:6034 
Proposed format for data on cements in a material properties database. 
— [1997] 
v, 18 p. :— (NISTIR ; 6034) 
@ltem 0247-D (MF) 
OCLC 38289797 


Shipping list no.: 98-0195-M. 





98-4383 C 13.58:6037 


State models for jobs and job supervisors. — [1997] 
11 p. :— (NISTIR ; 6037) Shipping list no.: 98-0195-M. 
@ltem 0247-D (MF) 
OCLC 38289863 


98-4384 C 13.58:6046 
A note on improving corridor flow predictions in a zone fire model. 
— [1997] 
vi, 26 p. :— (NISTIR ; 6046) Shipping list no.: 98-0195- 
M. @ltem 0247-D (MF) 
OCLC 38289929 


98-4385 
Directory. 
v. ; (NIST special publication ; 810) Shipping list no.: 96- 
0470-M. Issue: 1996. @lItem 0247-D (MF) S/N 003-003-03388- 


0 (paper copy) 
OCLC 28316545 


C 13.58/7:996 


98-4386 
Directory. 
v. ; (NIST special publication ; 810) Shipping list no.: 98- 
O161-M. Issue: 1997. @lItem 0247-D (MF) S/N 003-003-03444- 


4 (paper copy) 
OCLC 28316545 


C 13.58/7:997 


PATENT AND TRADEMARK OFFICE 
Commerce Dept. 
Arlington, VA 20231 


98-4387 C 21.2:IN 8/3 
The inventive thinking curriculum project. — 3rd ed. — [19977] 


91 p.: Shipping list no.: 98-0055-M. @lItem 0254 (MF) 
OCLC 38210883 


ECONOMIC DEVELOPMENT 
ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


98-4388 C 46.6:P 94/997/INTERIM 
Requirements for approved projects. — 9th ed. — 1997. 


1 v. (various pagings) : Shipping list no.: 98-0084-P. @ltem 
0130-C-01 


OCLC 38142813 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 
Commerce Dept. 
Rockville, MD 20852 


98-4389 C 55.2:EC 7 
Ecological characterization. — 1996. 
ix, 53 p. :— (Key to geophysical records documentation ; no. 
32) Shipping list no.: 98-0159-M. @ltem 0250-E-02 (MF) 
OCLC 38223520 


98-4390 C 55.2:ES 8/5/V.4 
NOAA’s estuarine eutrophication survey. — [1996- 
v. : Shipping list no.: 98-0095-P (v. 4). Contents: v. 4. Gulf 
of Mexico region. @lItem 0250-E-02 
OCLC 36563188 


Government Publications — April 1998 


98-4391 C 55.12:P 29-1996 


Federal plan for marine environmental data, services, and supporting 
research. — [1996] 
] v. (various pagings) : 
0250-E (MF) 
OCLC 38204585 


98-4392 C 55.12:P 31-1997 
The National Space Weather Program. — [1997] 
1 v. (various pagings) : Shipping list no.: 98-0159-M. @ltem 
0250-E (MF) @ltem 0250-E (online) 
OCLC 38233454 


98-4393 C 55.13:NESDIS 87 
Proceedings of the International Workshop on Oceanographic Biologi- 
cal and Chemical Data Management, May 20-23, 1996. — [1997] 
iii, 224 p. :— (NOAA technical report NESDIS ; 87) Shipping 
list no.: 98-0055-M. @ltem 0208-C-12 (MF) 
OCLC 38223683 


98-4394 C 55.13:NOS OES 010 
National Ocean Service partnership. — [1996] 
vi, 48 p. :— (NOAA technical memorandum NOS OES ; 010) 


Shipping list no.: 98-0055-M. @lItem 0208-C-05 (MF) 
OCLC 38223831 


98-4395 C §5.192:ERL ARL-220 
Applications of the Regional Atmospheric Modeling System (RAMS) 
at the NOAA Air Resources Laboratory. — [1997] 
vi, 50 p. :— (NOAA technical memorandum ERL ARL ; 220) 
Shipping list no.: 98-0161-M. @Item 0208-C-02 (MF) 
OCLC 38293338 


98-4396 C 55.1¥2:ERL ARL-221 
Analysis of extreme precipitation events in southern Nevada. — [1997] 
xii, 94 p. :— (NOAA technical memorandum ERL ARL ; 221) 
Shipping list no.: 98-0195-M. @lItem 0208-C-02 (MF) 
OCLC 38204485 


98-4397 C 55.1¥2:ERL ETL-273 
449-MHz profiler/RASS. — [1997] 
vii, 96 p. :— (NOAA technical memorandum ERL ETL ; 273) 
Shipping list no.: 98-0161-M. @ltem 0208-C-02 (MF) 
OCLC 38293332 


98-4398 C 55.1¥2:ERL ETL-276 
Radar remote sensing of scalar and velocity microturbulence in the 
convective boundary layer. — [1997] 
x, 127 p. :— (NOAA technical memorandum ERL ETL ; 276) 
Shipping list no.: 98-0161-M. @ltem 0208-C-02 (MF) 
OCLC 38224067 


98-4399 C 55.1¥2:ERL ETL-279 


Bulk meteorological and turbulent flux measurements from R/V 
Snowgoose during the Coastal Ocean Probing Experiment. — [1997] 
iii, 63 p. :— (NOAA technical memorandum ERL ETL ; 279) 
Shipping list no.: 98-0195-M. @ltem 0208-C-02 (MF) 
OCLC 38211417 


98-4400 C 55.13/2:ERL GLERL-89 
Climate transposition effects on the Great Lakes hydrological cycle. 
— [1996] 
100 p. :— (NOAA technical memorandum ERL GLERL ; 89) 
Shipping list no.: 97-0516-M. @ltem 0208-C-02 (MF) 
OCLC 38178042 
98-4401 C 55.1¥2:ERL GLERL-102 
Nearshore current and temperature measurements, western Lake Michi- 
gan. — [1997] 
42 p.:— (NOAA technical memorandum ERL GLERL ; 102) 


Shipping list no.: 98-0161-M. @Item 0208-C-02 (MF) 
OCLC 38204410 


Shipping list no.: 98-0159-M. @item 


Page 11 





National Ocean Service — Commerce Dept. 


98-4402 C §5.192:ERL PMEL-100 
Temperature errors in TAO data induced by mooring motion. — 
[1997] 
iii, 68 p. :— (NOAA technical memorandum ERL PMEL ,; 
108) Shipping list no.: 98-0161-M. @ltem 0208-C-02 (MF) 
OCLC 38223957 


98-4403 C 55.1¥2:NESDIS 88 


Analytical model of refraction in a moist polytropic atmosphere for 
space and ground-based GPS applications. — [1997] 
45 p. :— (NOAA technical report NESDIS ; 88) Shipping 
list no.: 98-0195-M. @lItem 0208-C-12 (MF) 
OCLC 38210995 
98-4404 C 55.13/2:NMFS-NE-112 
Data description and statistical summary of the 1983-92 cost-earnings 
data base for northeast U.S. commercial fishing vessels. — [1996] 
v, 21 p. :— (NOAA technical memorandum NMFS-NE ,; 112) 


Shipping list no.: 98-0195-M. @lItem 0208-C-04 (MF) 
OCLC 38211248 


98-4405 C 55.142: NMFS-SEFSC-363 
U.S. Atlantic and Gulf of Mexico marine mammal stock assessments. 
— [1995] 
vi, 211 p. :— (NOAA technical memorandum NMFS-SEFSC 


; 363) Shipping list no.: 98-0182-M. @lItem 0208-C-04 (MF) 
OCLC 38282371 


98-4406 C 55.13/2:NOS ORCA 112 
Mussel Watch Project site descriptions, through 1997. — [1997] 
iv, 354 p. :— (NOAA technical memorandum NOS ORCA , 
112) Shipping list no.: 98-0195-M. @Item 0208-C-05 (MF) 
OCLC 38224287 


98-4407 C 55.16/2:997 


The federal plan for meteorological services and supporting research. 
v. : Shipping list no.: 97-0698-M. Issue: Fiscal year 1997. 
@ltem 0208-B-04 (MF) 


OCLC 13547148 


98-4408 C 55.34/2:H 31/2 
Hawaiian Islands Humpback Whale National Marine Sanctuary. — 
[1997] 
x, 464 p. : 
(MF) 
OCLC 38204245 


98-4409 C 55.36:ERL PMEL-61 


Chemical and hydrographic measurements in the eastern Pacific during 
the CGC94 expedition (WOCE Section P18). — [1997] 
vii, 235 p. :— (NOAA data report ERL PMEL ; 61) Shipping 
list no.: 98-0055-M. @lItem 0250-E-25 
OCLC 38174777 


98-4410 C 55.49/3:10 


Harmful algal blooms in coastal waters. — [1997] 

xii, 49 p. :— (NOAA Coastal Ocean Program decision analysis 
series ; no. 10) Shipping list no.: 98-0055-M. @lItem 0250-E- 
34 (MF) 

OCLC 38136640 


Shipping list no.: 98-0055-M. @ltem 0250-E-18 


NATIONAL WEATHER SERVICE 
Commerce Dept. 
Silver Spring, MD 20910 


98-4411 C 55.108:T 23 
AWIPS. — [1996] 
34, [9] p.: Shipping list no.: 98-0055-M. @ltem 0275-E (MF) 
OCLC 38211124 
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NATIONAL ENVIRONMENTAL SATELLITE, 
DATA, AND INFORMATION SERVICE 


Commerce Dept. 
Washington, DC 20230 


98-4412 C 55.220/10:MGG-12 
Age of the ocean floor. [1996] 
1 map : (World Data Center-A for Marine Geology and Geo- 


physics report ; MGG-12) Shipping list no.: 96-0078-S. @lItem 
0250-F 
OCLC 36339652 


NATIONAL CLIMATIC DATA CENTER 
Commerce Dept. 
Washington, DC 20230 
98-4413 C 55.281/2-2:R 11/V.1-3993/CD 
Radiosonde data of North America. Version 1.0, August 1993. [1993- 
computer laser optical discs ; Shipping list no.: 98-0021-E (v. 
1-3). Contents: v. 1. 1946-1965 — v. 2. 1966-1979 — v. 3. 


1980-1989. @ltem 0274-F 
OCLC 38251132 


98-4414 C 55.281/2-2:R 11/V.4/997/CD 
Radiosonde data of North America. Version 1.0, June 1997. [1996- 
computer laser optical discs ; Shipping list no.: 98-0006-E (v. 
4). Contents: v. 4. 1990-1995. @ltem 0274-F 
OCLC 38154749 


NATIONAL MARINE FISHERIES SERVICE 
Commerce Dept. 
Washington, DC 20235 


98-4415 C 55.309/2-2:996 
Fisheries of the United States. 
v. : (1959-1960: Fishery leaflet ; 393) Shipping list no.: 97- 
0357-P. Issue: 1996. @Item 0610-A S/N 003-020-00168-8 
OCLC 01873631 


NATIONAL OCEAN SERVICE 
Commerce Dept. 


Washington, DC 20230 


98-4416 C 55.402:SH 4 
Shellfish Challenge Plan. Part I, Results of strategic assessment. — 
[1996] 
i, 3) 155) p.. : 
(MF) 
OCLC 38191404 


98-4417 C 55.416/10:AN 2/997-2 
Sectional aeronautical chart. Anchorage. 
maps : Shipping list no.: 98-0083-P. @lItem 0192-A-11 GPO 
abridged cataloging. 
OCLC 19408133 


98-4418 C 55.416/10:B 82/997-2 
Sectional aeronautical chart. Brownsville. 
maps : Shipping list no.: 98-0083-P. @lItem 0192-A-11 GPO 
abridged cataloging. 
OCLC 19412534 


98-4419 C 55.416/10:C 49/998 
Sectional aeronautical chart. Cincinnati. 
maps : Shipping list no.: 98-0118-P. @lItem 0192-A-11 GPO 
abridged cataloging. 
OCLC 19076615 


Shipping list no.: 98-0055-M. @lItem 0192 





98-4420 C 55.416/10:F 15/998 
Sectional aeronautical chart. Fairbanks. 
maps : Shipping list no.: 98-0118-P. @Item 0192-A-11 GPO 
abridged cataloging. 


OCLC 19408217 


98-4421 C 55.416/10:G 82 B/998 
Sectional aeronautical chart. Green Bay. 
maps : Shipping list no.: 98-0118-P. @lItem 0192-A-11 GPO 
abridged cataloging. 
OCLC 19618805 


98-4422 C 55.416/10:K 13/997-2 
Sectional aeronautical chart. Kansas City. 
maps: Shipping list no.: 98-0083-P. @lItem 0192-A-11 
OCLC 19452719 


98-4423 C 55.416/10:L 89/998 
Sectional aeronautical chart. Los Angeles. 
maps : Shipping list no.: 98-0118-P. @ltem 0192-A-11 
abridged cataloging. 
OCLC 19463025 


98-4424 C 55.416/10:N 42 0/997-2 
Sectional aeronautical chart. New Orleans. 
maps : Shipping list no.: 98-0083-P. @Item 0192-A-11 
abridged cataloging. 
OCLC 19550733 


98-4425 C $5.416/10:N 42 Y¥/997-2 


Sectional aeronautical chart. New York. 
maps : Shipping list no.: 98-0083-P. @lItem 0192-A-11 
abridged cataloging. 
OCLC 19452603 


98-4426 C 55.416/10:SA 5 A/997-2 
Sectional aeronautical chart. San Antonio. 
maps : Shipping list no.: 98-0083-P. @ltem 0192-A-11 
abridged cataloging. 
OCLC 19408848 


98-4427 C 55.416/10:SE 1/998 
Sectional aeronautical chart. Seattle. 
maps : Shipping list no.: 98-0118-P. @lItem 0192-A-11 
abridged cataloging. 
OCLC 19412705 


98-4428 C 55.416/10:SE 8/997-2 
Sectional aeronautical chart. Seward. 
maps: @ltem 0192-A-11 
OCLC 18922231 


98-4429 C 55.416/11:L 89 A/998 
VFR terminal area chart. Los Angeles. 


maps: Shipping list no.: 98-0118-P. @ftem 0192-A-12 
OCLC 19570404 


98-4430 C 55.416/11:SA 5 D/998 
VFR terminal area chart. San Diego. 

maps : Shipping list no.: 98-0118-P. @ltem 0192-A-12 GPO 

abridged cataloging. 
OCLC 19560343 

98-4431 C 55.416/11:SE 1/998 
VFR terminal area chart. Seattle. 

maps : Shipping list no.: 98-0118-P. @lItem 0192-A-12 GPO 


abridged cataloging. 
OCLC 19560416 


180-074 98-2 


Government Publications — April 1998 


98-4432 C 55.416/13:CH-25/998 


World aeronautical chart. CH-25. 


maps : Shipping list no.: 98-0101-P. @Item 192-A-15 GPO 
abridged cataloging. 


OCLC 19076549 


98-4433 C 55.418: 1/997-99 
Charts and publications. 1, United States. Atlantic and Gulf coasts, 
including Puerto Rico and the Virgin Islands. 
v. : Shipping list no.: 98-0075-P. Issue: 
0191-B-01 
OCLC 25007176 


98-4434 C 55.418/3:996-98 
Defense Mapping Agency public sale aeronautical charts and publica- 
tions. 
v. : Shipping list no.: 96-0364-P. Issue: 3rd ed., 1996-98. 
@ltem 0191-D 
OCLC 31304891 


1997-99. @ltem 


98-4435 C 55.418/7:11412/997 
United States—Gulf coast, Florida, Tampa Bay and St. Joseph Sound. 
38th ed., Sept. 13/97. [1997] 
| map: Shipping list no.: 98-0010-S. @Item 0191-B-13 
OCLC 38264489 


98-4436 C 55.418/7:13221/997 
United States—east coast, Rhode Island—-Massachusetts, Narragansett 
Bay. Sist ed., Sept. 20/97. [1997] 
1 map: Shipping list no.: 98-0010-S. @ltem 0191-B-13 
OCLC 38264625 


98-4437 C 55.418/7:16705/997 
United States, Alaska—south coast, Prince William Sound, western 
part. 17th ed., Sept. 27/97. [1997] 
1 map: Shipping list no.: 98-0010-S. @ltem 0191-B-15 
OCLC 38264393 


98-4438 C 55.418/7:17382 


United States, Alaska—southeast coast, Zarembo Island and ap- 
proaches. 14th ed., Apr. 26/97. [1997] 
1 map: Shipping list no.: 97-0059-S. 
OCLC 38168954 


@ltem 0191-B-15 


98-4439 C 55.418/7:18458/997 
United States—west coast, Washington, Hood Canal, South Point to 
Quatsap Point, including Dabob Bay. 14th ed., Sept. 20/97. [1997] 
1 map: Shipping list no.: 98-0010-S. @lItem 0191-B-14 
OCLC 38264316 


98-4440 C 55.418/7:18520/997 
United States—west coast, Oregon—Washington, Yaquina Head to 
Columbia River. 23rd ed., Oct. 11/97. [1997] 
1 map: Shipping list no.: 98-0010-S. @lItem 0191-B-14 
OCLC 38263503 


98-4441 C 55.418/7:18521/997 
United States—west coast, Oregon—Washington, Columbia River, Pa- 
cific Ocean to Harrington Point. 64th ed., Oct. 11/97. [1997] 
1 map: Shipping list no.: 98-0010-S. @lItem 0191-B-14 
OCLC 38270062 


98-4442 C 55.418/7:18526/997 
United States—west coast, Oregon—Washington, Port of Portland, in- 
cluding Vancouver. 5ist ed., Sep. 20/97. [1997] 
1 map: Shipping list no.: 98-0010-S. @ltem 0191-B-14 
OCLC 38270166 
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Defense Department 


98-4443 C 55.418/7:18527/997 
United States—west coast, Oregon, Swan Island Basin, Willamette 
River. 20th ed., Sept. 20/97. [1997] 
1 map: Shipping list no.: 98-0010-S. @lItem 0191-B-14 
OCLC 38264733 
98-4444 C 55.418/7:18658/997 
United States—west coast, California, Suisun Bay, Roe Island and 
vicinity. 28th ed., Sept. 20/97. [1997] 
1 map: Shipping list no.: 98-0010-S. @ltem 0191-B-14 
OCLC 38264681 
98-4445 C 55.418/7:18725/997 
United States—west coast, California, Port Hueneme to Santa Barbara. 
26th ed., Oct. 11/97. [1997] 
1 map: Shipping list no.: 98-0010-S. @ltem 0191-B-14 
OCLC 38262910 


EXPORT DEVELOPMENT BUREAU 
Commerce Dept. 
Washington, DC 20230 


98-4446 C 57.121:K 18 
Kazakhstan defense enterprise directory. —-2nd ed.— 1995 [i.e., 
1997] 
128 p. ; Shipping list no.: 98-0055-M. @lItem 0231-A (MF) 
OCLC 38168239 


NATIONAL TELECOMMUNICATIONS AND 
INFORMATION ADMINISTRATION 
Commerce Dept. 

Washington, DC 20504 

98-4447 C 60.2:N 38 
Falling through the net. — [1995] 
9, [30] p.: @lItem 0126-E-04 (online) @lItem 0126-E-04 (MF) 
OCLC 34188795 
98-4448 C 60.2:T 23/2 
Telemedicine report to the Congress. — [1997] 
1 v. (various pagings) : Shipping list no.: 98-0055-M. @lItem 
0126-E-04 (MF) 
OCLC 38194341 


INTERNATIONAL TRADE ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


98-4449 C 61.2:AP 4/2/998 
American spirit. 
v. : Shipping list no.: 98-0053-P. 
@ltem 0231-B-01 
OCLC 36026436 


98-4450 C 61.2:EL 2/4/998 
Electric current abroad. — 1998 ed. — 1998. 
30 p.: Shipping list no.: 98-0091-P. @lItem 0231-B-01 
OCLC 38213330 
98-4451 C 61.2:97019096 
Merchandise export sales to selected destinations, 1993-1996. [1997] 


@ltem 0231-B-01 (online) 
OCLC 38153406 


98-4452 C 61.28/2:996 
U.S. foreign trade highlights. 
v. : Shipping list no.: 97-0356-P. Issue: 1996. @lItem 0231- 
B-14 S/N 003-009-00670-8 
OCLC 12309860 


Issue: Spring/Summer °98. 
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FEDERAL COMMUNICATIONS COMMISSION 
Washington, DC 20554 


98-4453 ce Liss 
Annual report. 
v.; Shipping list no.: 98-0198-M. Issue: 61st, Fiscal year 1995. 
@ltem 0283 (MF) S/N 004-000-00502-3 (paper copy) 
OCLC 08572151 


98-4454 
FCC auction. — [1997] 


370 p.: Shipping list no.: 98-0030-P. @lItem 0285 
OCLC 38164773 


CC 1.2:AU 2 


DEFENSE DEPARTMENT 
Washington, DC 20301 


98-4455 D 1.2:AU 8/3 
How DAPS is helping DOD customers communicate more effec- 
tively—. —[1997?] 
| sheet: Shipping list no.: 98-0080-P. @lItem 0306 
OCLC 38211450 


98-4456 D 1.2:C 76/12 
On-site inspections under the CFE treaty. — 1996. 


xi, 369 p. :—- (Treaty history series) @lItem 0306 (online) 
OCLC 36433570 


98-4457 D 1.2:M 73 
Graduate program in molecular & cell biology. — [19987] 
41 p.; Shipping list no.: 98-0072-P. @lItem 0306 
OCLC 38197952 


98-4458 D 1.2:P 94/17/997 
Proliferation, threat and response. — [1997] 
vii, 88 p. : Shipping list no.: 98-0067-P. @Item 0306 S/N 
008-000-0072 1-7 
OCLC 38142741 


98-4459 D 1.2:T 228 
Defense Advanced Research Projects Agency. — [1997] 


185 p.: Shipping list no.: 98-0086-P. @ltem 0306 
OCLC 38197909 


98-4460 D 1.6:J 66/997 
Joint Ethics Regulation (JER). — [1997- 
1 v. (loose-leaf) : Shipping list no.: 98-0067-P. @lItem 0309 
OCLC 38186486 


98-4461 D 1.6/2:AT 6/APP.C 
C4I handbook for integrated planning. — Rev. — 1997- 
v. : Shipping list no.: 98-0074-P (appendix C). Contents: Ap- 
pendix C. U.S. Atlantic Command C4I Systems and networks. 
@ltem 0306-A 


OCLC 38166086 


98-4462 D 1.6/2:C 42 
Guide for challenge inspections under the Chemical Weapons Conven- 
tion. —[1997?] 
20 p.; Shipping list no.: 98-0084-P. @litem 0306 
OCLC 38190989 


98-4463 D 1.6/2:C 42/2 
Guide for initial and systematic inspections under the Chemical Weap- 
ons Convention. — [19977] 


16 p.; Shipping list no.: 98-0084-P. @ltem 0306 
OCLC 38174990 





98-4464 D 1.6/2:C 49/5 
DoD-civilian career program for quality and reliability assurance per- 
sonnel. — [1997- 
lv. 
OCLC 38192805 


98-4465 D 1.6/2:C 49/6 
DoD-civilian career program for automated data processing personnel. 
— [1997- 
lv. 


OCLC 38192792 


98-4466 D 1.6/2:L 82/6 
Acquisition logistics guide. — Dec. 1997, 3rd ed. — 1997. 
1 v. (various pagings) : Shipping list no.: 98-0084-P. @ltem 
0306-A @Item 0306-A (online) S/N 008-020-01436-2 
OCLC 38175709 


98-4467 
Military careers. 
v. : Shipping list no.: 97-0789-M. Issue: 1995-1998. @lItem 
0306-A 
OCLC 27117642 


D 1.6/15:995-98 


98-4468 D 1.33/5-2:996 
Index of DCAA memorandums for regional directors (MRDs). 
v. ; (DCAAI ; 5025.13) Shipping list no.: 98-0194-M. Issue: 
July 1996. @ltem 0304-D (MF) 
OCLC 26559861 


98-4469 D 1.54:C 73/996 
Military compensation background papers. — Sth ed., Sept. 1996. — 
1996 [i.e. 1997] 
xxii, 939 p. ; 
(MF) 
OCLC 38186585 


Shipping list no.: 98-0198-M. @lItem 0310-I 


98-4470 
Prime contract awards. 
v. : Shipping list no.: 98-0198-M. Issue: First half fiscal year 
1995. @lItem 0310-E-16 (MF) S/N 708-063-00000-2 (paper copy) 
OCLC 14714436 


D 1.57/3:995 


98-4471 
Selected manpower statistics. 
v. : Shipping list no.: 98-0198-M. Issue: Fiscal year 1995. 
@ltem 0310-E-09 (MF) S/N 008-000-00690-3 (paper copy) 
OCLC 11332953 


D 1.61/4:995 


98-4472 
Selected manpower statistics. 
v. : Shipping list no.: 98-0198-M. Issue: Fiscal year 
@lItem 0310-E-09 (MF) S/N 008-000-00707-1 (paper copy) 
OCLC 11332953 


D 1.61/4:996 


98-4473 D 1.61/5:996 


Distribution of personnel by state and by selected locations. 
v. ; Shipping list no.: 98-0198-M. Issue: Sept. 30, 1996. 
@ltem 0310-E-14 (MF) S/N 008-000-00705-5 (paper copy) 
OCLC 12536216 


98-4474 D 1.66:996 


Foreign military sales, foreign military construction sales and military 
assistance facts as of ... 
v. ; Shipping list no.: 98-0198-M. Issue: Sept. 30, 1996. 
@ltem 0310-E-11 (MF) 
OCLC 11808476 


Government Publications — April 1998 


AMERICAN FORCES INFORMATION SERVICE 
Defense Dept. 
Arlington, VA 22209 


98-4475 D 2.9:D 36/2/NO.117 
When we assumed the soldier, we did not lay aside the citizen. 
[19977] 
1 poster : (Defense billboard ; 117) Shipping list no.: 97-0353- 
P. @ltem 0312-F GPO abridged cataloging. 
OCLC 38171712 


98-4476 D 2.9:D 36/2/NO.118 
It’s really spooky how well I drive after a few beers. [19977] 
1 poster : (Defense billboard ; 118) Shipping list no.: 97-0371- 
P. @ltem 0312-F GPO abridged cataloging. 
OCLC 38171803 


98-4477 
Butt out. [19987] 
1 poster : (Defense billboard ; 119) Shipping list no.: 98-0041- 
P. @ltem 0312-F GPO abridged cataloging. 
OCLC 38171886 


D 2.9:D 36/2/NO.119 


98-4478 
Trust me! [19987] 
1 poster : (Defense billboard ; 120) Shipping list no.: 98-0070- 
P. @ltem 0312-F 
OCLC 38284287 


D 2.9:D 36/2/NO.120 


DEFENSE MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305-3000 


98-4479 D 5.315/2:997/V.1 
Summary of corrections. 
v.: Shipping list no.: 98-0065-P. Issue: 1997, v. 1. Contents: 
v. 1. East coast of North and South America, subregions 11 through 
15 and 23 through 28. @lItem 0379-A 
OCLC 09100181 


98-4480 D 5.317/3:140/997 
Sailing directions (planning guide). — Ist ed. — 1997. 
xi, 194 p. :— (Pub. ; 140) Shipping list no.: 98-0001-P. 
@ltem 0378-E 
OCLC 37847831 


98-4481 D 5.317/3:200/997 
Sailing directions (planning guide & enroute). — 3rd ed. — 1997. 
xi, 177 p. :— (Pub. ; 200) Shipping list no.: 97-0379-P. 
@ltem 0378-E 
OCLC 37848307 


98-4482 D 5.319:C 76/2/9996 
Gazetteer of the Congo. — 2nd ed., July 1996. — 1996. 
xv, 381 p. : Shipping list no.: 98-0198-M. @lItem 0617 (MF) 
OCLC 38232973 


98-4483 D 5.354:JNC 5/997 
Jet navigation chart, JNC. 5, [Arctic Ocean, Russia]. Ed. 3. [1997] 
Il map: @ltem 0378-E-02 
OCLC 38131548 


98-4484 D 5.354:JNC 16/997 
Jet navigation chart, JNC. 16, [Alaska, Arctic Ocean, North Pacific 
Ocean]. Ed. 5. [1997] 
l map: @ltem 0378-E-02 
OCLC 38193790 





Defense Mapping Agency — Defense Dept. 


98-4485 D 5.354: JNC 17/997 
Jet navigation chart, JNC. 17, [Alaska, Canada, North Pacific Ocean]. 
Ed, 4. [1997] 
I map: @lItem 0378-E-02 
OCLC 38131550 


98-4486 D 5.354:JNC 19/997 
Jet navigation chart, JNC. 19, (Canada, North Atlantic Ocean]. Ed. 
3. [1997] 
1 map: @lItem 0378-E-02 
OCLC 38131557 
98-4487 D 5.354:JNC 21/997 
Jet navigation chart, JNC. 21, [Europe, Mediterranean Region]. Ed. 
5. [1997] 
1 map: @Item 0378-E-02 
OCLC 38131560 


98-4488 D 5.354: JNC 22/997 
Jet navigation chart, JNC. 22, [Middle East]. Ed. 5. [1997] 
| map: @lItem 0378-E-02 
OCLC 38131563 


98-4489 D 5.354: JNC 28/997 
Jet navigation chart, JNC. 28, [North Pacific Ocean, United States 
Pacific Coast]. Ed. 4. [1997] 
1 map: @ltem 0378-E-02 
OCLC 38131565 


98-4490 

Jet navigation chart, JNC. 33, 
Ocean). Ed. 4. [1997] 

| map: @ltem 0378-E-02 
OCLC 38131567 


98-4491 D 5.354:JNC 34/997 
Jet navigation chart, JNC. 34, [North Africa, Mediterranean Region]. 
Ed. 5. [1997] 
1 map: @ltem 0378-E-02 
OCLC 38131570 


D 5.354: JNC 33/997 
{Northwest Africa, North Atlantic 


98-4492 D 5.354:JNC 35/997 
Jet navigation chart, JNC. 35, [Arabian Peninsula, Northeast Africa, 
Red Sea, Persian Gulf). Ed. 4. [1997] 
1 map: @lItem 0378-E-02 
OCLC 38131574 


98-4493 D 5.354:JNC 40/997 
Jet navigation chart, JNC. 40, [North Pacific Ocean, Hawaiian Islands]. 
Ed. 2. [1997] 
I map: @ltem 0378-E-02 
OCLC 38131576 


98-4494 D 5.354:JNC 41/997 
Jet navigation chart, JNC. 41, [North Pacific Ocean, Hawaiian Islands]. 
Ed. 4. [1997] 
I map: @ltem 0378-E-02 
OCLC 38131579 


98-4495 D 5.354: JNC 42/997 
Jet navigation chart, JNC. 42, [North Pacific Ocean, California Pacific 
Coast]. Ed. 2. [1997] 
I map: @ltem 0378-E-02 
OCLC 38131580 


98-4496 D 5.354:JNC 43/997 


Jet navigation chart, JNC. 43, (United States, Mexico, North Pacific 
Ocean). Ed. 7. [1997] 
| map: @ltem 0378-E-02 
OCLC 38131582 
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98-4497 D 5.354:JNC 44/997 
Jet navigation chart, JNC. 44, [United States]. Ed. 6. [1997] 
| map: @lItem 0378-E-02 
OCLC 38131585 


98-4498 D 5.354: JNC 45/997 
Jet navigation chart, JNC. 45, [North Atlantic Ocean, North America 
Atlantic Coast]. Ed. 6. [1997] 
| map: @lItem 0378-E-02 
OCLC 38131596 


98-4499 D 5.354:JNC 47/997 
Jet navigation chart, JNC. 47, [Gulf of Mexico, Caribbean Area, North 
Atlantic Ocean]. Ed. 4. [1997] 
| map: @lItem 0378-E-02 
OCLC 38131600 


98-4500 D 5.354: JNC 52/997 
Jet navigation chart, JNC. 52, [Arabian Peninsula, Northeast Africa, 
Indian Ocean]. Ed. 4. [1997] 
| map: @lItem 0378-E-02 
OCLC 38131602 


98-4501 D 5.354:O0NC L-10/997 
Operational navigation chart, ONC. L-10, Indonesia, Malaysia, Singa- 
pore, Thailand. Ed. 7. [1997] 
1 map: @lItem 0378-E-01 
OCLC 38193827 


98-4502 D 5.354:TPC F-8 C/997 
Tactical pilotage chart, TPC. F-8C, China, Mongolia. Ed. 3. [1997] 
| map: @Item 0378-E-05 
OCLC 38193845 


98-4503 D 5.354:TPC G-9 D997 
Tactical pilotage chart, TPC. G-9D, China. Ed. 5. [1997] 
| map: @Item 0378-E-05 
OCLC 38193867 


98-4504 D 5.356:15066/997 
Canada, Newfoundland—Labrador, Lake Melville-Goose Bay, 
Terrington Basin. Sth ed., July 12, 1997 (Correct through NM 28/ 
97). [1997] 
1 map: @Item 0378-E-21 
OCLC 38193925 


98-4505 D 5.356:22012/997 
South Pacific Ocean, Chile—Peru, Pisco to Arica. 31st ed., Nov. 
8, 1997 (Correct through NM 45/97). [1997] 
1 map: @ltem 0378-E-22 
OCLC 38269884 


98-4506 D 5.356:22032/997 
South America, southwest coast of Chile, Strait of Magellan to Islas 
Iidefonso. 20th ed., Sept. 27, 1997 (Correct through NM 39/97). 
[1997] 
I map: @ltem 0378-E-22 
OCLC 38269974 


98-4507 D 5.356:22371/997 
South America, Chile, Bahia Darwin to Seno Aisen. Sth ed., Aug. 
9, 1997 (Correct through NM 32/97), [1997] 
l map: @lItem 0378-E-22 
OCLC 38234208 


98-4508 D 5.356:22418/997 
Chile, Bahia Desolada to Punta Yamana. 2nd ed., Oct. 25, 1997 
(Correct through NM 43/97). [1997] 
| map: @lItem 0378-E-22 
OCLC 38234347 





98-4509 D 5.356:23023/997 
South Atlantic Ocean, Argentina, Faro Punta Norte to Faro San Jose. 
4th ed., Nov. 1, 1997 (Correct through NM 44/97). [1997] 
1 map: @ltem 0378-E-22 
OCLC 38224855 


98-4510 D 5.356:23030/997 
South America, Argentina—Uruguay—east coast, Rio de la Plata to 
Bahia Blanca. 6th ed., Nov. 22, 1997 (Correct through NM 47/ 
97). [1997] 
| map: @lItem 0378-E-22 
OCLC 38290015 


98-4511 D 5.356:24050/997 
South America, Argentina—Uruguay, Rio de la Plata (Outer). 11th 
ed., Oct. 18, 1997 (Correct through NM 42/97). [1997] 
| map: @lItem 0378-E-22 
OCLC 38224575 


98-4512 D 5.356:24052/997 
South America, Argentina and Uruguay, approaches to La Plata and 
Buenos Aires. 15th ed., Sept. 13, 1997 (Correct through NM 37/ 
97). [1997] 
1 map: @lItem 0378-E-22 
OCLC 38186645 


98-4513 D 5.356:24055/997 
Argentina—Uruguay, Rio de la Plata, Punta Brava to la Plata and 
Colonia del Sacramento. 6th ed., Oct. 4, 1997 (Correct through 
NM 40/97) [1997] 
I map: @Item 0378-E-22 
OCLC 38224701 


98-4514 D 5.356:44076/997 
Baltic Sea, Germany, approaches to Rostock. 3rd ed., Aug. 30, 1997 
(Correct through NM 35/97). [1997] 
| map: @lItem 0378-E-24 
OCLC 38289230 


98-4515 D 5.356:51480/997 
West Africa, coasts of southern Mauritania and northern Senegal. 4th 
ed., Nov. 8, 1997 (Correct through NM 45/97). [1997] 
I map: @lItem 0378-E-25 
OCLC 38289247 


98-4516 D 5.356:53244/996 
Tyrrhenian Sea—Sicilia, porto di Palermo. 2nd ed., July 27, 1996 
(Correct through NM 30/96). [1996] 
I map: @ltem 0378-E-25 
OCLC 38193941 


98-4517 D 5.356:54083/997 
Mediterranean Sea, Adriatic Sea, Italy—east coast, approaches to Brin- 
disi. 3rd ed., Apr. 26, 1997 (Correct through NM 17/97). [1997] 
| map: @lItem 0378-E-25 
OCLC 38193988 


98-4518 D 5.356:54167/997 
Adriatic Sea—lItaly, porto di Malamocco. 2nd ed., Apr. 12, 1997 
(Correct through NM 15/97). [1997] 
l map: @lItem 0378-E-25 
OCLC 38194057 


98-4519 D 5.356:57022/997 
Africa—West coast, Luanda to Cape Fria. 8th ed. Aug. 23, 1997 
(Correct through NM 34/97). [1997] 
I map: @ltem 0378-E-25 
OCLC 38289259 
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98-4520 D 5.356:57 120/997 
Africa—west coast, Nigeria, Gulf of Guinea, Lagos to Pennington 
River. 13th ed., Aug. 9, 1997 (Correct through NM 32/97). [1997] 
| map: @ltem 0378-E-25 
OCLC 38289284 


98-4521 D 5.356:57262/997 
South Atlantic Ocean, Africa—west coast, Angola, port of Luanda. 
4th ed., Sept. 27, 1997 (Correct through NM 39/97). [1997] 
| map: @ltem 0378-E-25 
OCLC 38289301 


98-4522 D 5.356:57380/997 
Africa—west coast, Namibia, Ambrose Bay to Conception Bay. 3rd 
ed., Nov. 1, 1997 (Correct through NM 44/97). [1997] 
I map: @ltem 0378-E-25 
OCLC 38289324 


98-4523 D 5.356:57488/997 
Southem Africa, Republic of South Africa—southwest coast, Table 
Bay. 6th ed., Sept. 27, 1997 (Correct through NM 39/97). [1997] 
| map: @ltem 0378-E-25 
OCLC 38289337 


98-4524 D 5.356:61610/997 
Indian Ocean, Chagos Archipelago. 7th ed., Sept. 20, 1997 (Correct 
through NM 38/97). [1997] 
I map: @lItem 0378-E-26 
OCLC 38289382 


98-4525 D 5.356:73620/997 
Solomon Sea, Papua New Guinea—east coast, Bonvouloir Islands to 
Woodlark Island. 2nd ed., Aug. 23, 1997 (Correct through NM 
34/97). [1997] 
I map: @lItem 0378-E-27 
OCLC 38289401 


98-4526 D 5.356:74273/997 
Australia—east coast, Queensland, Cape Flattery to Barrow Point. 5th 
ed., Aug. 23, 1997 (Correct through NM 34/97). [1997] 
I map: @ltem 0378-E-27 
OCLC 38289426 


98-4527 D 5.356:74283/997 


Australia—east coast, Queensland, Cape Weymouth to Olinda En- 
trance. 2nd ed., Nov. 15, 1997 (Correct through NM 46/97). [1997] 
1 map: @ltem 0378-E-27 
OCLC 38289441 


98-4528 D 5.356:74460/997 
Indian Ocean, Australia—Indonesia, Sahul Banks. 3rd ed., May 17, 
1997 (Correct through NM 20/97). [1997] 
l map: @ltem 0378-E-27 
OCLC 38289457 


98-4529 D 5.356:74510/997 
Indian Ocean, Australia—northwest coast, Port Walcott to Montebello 
Islands. 2nd ed., Sept. 13, 1997 (Correct through NM 37/97). [1997] 
1 map: @ltem 0378-E-27 
OCLC 38289478 


98-4530 D 5.356:74520/997 
Australia—north west coast, Western Australia, North West Cape to 
Point Cloates. 2nd ed., Sept. 13, 1997 (Correct through NM 37/ 
97). [1997] 
| map: @ltem 0378-E-27 
OCLC 38289489 
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Army Department — Defense Dept. 


98-4531 D $.356:7452 1/997 


Australia—north west coast, Western Australia, Exmouth Gulf and 
approaches. 3rd ed., Sept. 13, 1997 (Correct through NM 37/97). 
(1997) 

] map @liem 0378-E-27 
OCLC 38289505 

98-4532 D 5.356:76100/997 

Tasman Sea, New Zealand, South Island—west coast, Big Bay to 
Waiho River. 3rd ed., Nov. 15, 1997 (Correct through NM 46/ 
97). 11997) 

{[ map: @ltem 0378-E-27 
OCLC B2WISAS 


NATIONAL DEFENSE UNIVERSITY 
Defense Dept. 
Washington, DC 20319-6000 


98-4533 D 5.402:C 44/2 
Chinese views of future warfare. — [1997] 
xlii, 421 p. Shipping list no.: 98-0161-M. 
Ol (MF) @lItem 0378-H-01 (online) 
copy) 
OCLC 38192136 


@ltem 0378-H- 
S/N 008-020-01423-1 (paper 


98-4534 D 5.402:IN 3/3/V.U/PT.1-4 


The information age. —{1997- 
v. ; Shipping list no.: 98-O161-M (v. I, pts. 1-4). Contents: 
v. 1, pt. 1. The information and communication revolution — pt. 
2. Business, commerce, and services — pt. 3. 
the military — pt. 4. International affairs. 
OCLC 38186990 


Government and 


@ltem 0378-H-01 (MF) 


98-4535 D 5.402:ST 8/5/997 
Essays on strategy XIV. — 1997. 
ix, 3)) p.: Shipping list no.: 98-0161-M. @lItem 0378-H-05 
(MF) @lItem 0378-H-05 (online) 
OCLC 38186578 


98-4536 D 5.402:SU 7 
Sun Tzu and information warfare. — 1997. 
xi, 167 p. ; Shipping list no.: 98-0161-M. @lItem 0378-H-01 
(MF) 
OCLC 38241818 


98-4537 D 5.402:98007759 
The catalogue of books, McNair papers, & Strategic forum from Na- 
tional Defense University Press, 1995-1996. [1997] 
@ltem 0378-H-01 (online) 
OCLC 38156025 


98-4538 D 5.417:131 
Dynamic commitment. — [1997] 
4 p. ;— (Strategic forum 
0072-P. @lItem 0378-H-12 
OCLC 38186545 


; no. 131) Shipping list no.: 98- 
@ltem 0378-H-12 (online) 


98-4539 D 5.417:132 
Information dominance. — [1997] 
4 p. ;— (Strategic forum 
0093-P. @ltem 0378-H-12 
OCLC 38188543 


; no. 132) Shipping list no.: 98- 
@ltem 0378-H-12 (online) 


Page 18 


DEFENSE LOGISTICS AGENCY 
Cameron Station 


Alexandria, VA 22314-6100 


D 7.2:P 18 


Palos Verdes blue butterfly. —{\19979) 


1 folded sheet (8 p.) : Shipping list no.: 98-0053-P. @lItem 
0314-A 


OCLC 38204507 
98-4541 D 7.2:98000201 


DLA intemet policy. (1997] 
@ltem 0314A (online) 
OCLC 38155908 


98-4540 


DEFENSE TECHNICAL INFORMATION 
CENTER 
Alexandria, VA 22314 


98-4542 D 10.12:P 94/2/997-98 


Products and services catalog. 


v. . Shipping list no. 98-O0S1-P. Issue: 1997-1998. @ltem 


0314-E-02 
OCLC 35573223 


NATIONAL GUARD BUREAU 
Defense Dept. 
Washington, DC 20301 


98-4543 D 12.9:996 


Official Army National Guard register. 
v.; Issue: 1, Jan. 1996. 71982-8 *‘For official use only.’’ 


OCLC 02564195 


98-4544 D 12.9:997 


Official Army National Guard register. 
v.; Issue: 1, Jan. 1997. 71982-8 ‘‘For official use only.’’ 
OCLC 02564195 


DEFENSE NUCLEAR AGENCY 
Defense Dept. 


Washington, DC 20305-1000 
D 15.12/2:96-2 


Determination of canine dose conversion factors in mixed neutron 
and gamma radiation fields. — [1996] 
1 v.— (AFRRI technical report ; 96-2) Shipping list no.: 98- 
0162-M. @lItem 0379-B-10 (MF) GPO abridged cataloging. 
OCLC 38241751 


98-4546 D 15,12/2:96-3 
Establishment of an animal model to evaluate the biological effects 
of intramuscularly embedded depleted uranium fragments. — [1996] 
1 v.— (Technical report ; 96-3) Shipping list no.: 98-0162- 
M. @ltem 0379-B-10 (MF) GPO abridged cataloging. 
OCLC 38241922 


98-4545 


ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


98-4547 D 101.2:AR 5/86/9997 
Tennessee Tech University. — [19977] 


1 folded sheet (6 p.) ; Shipping list no.: 97-0299-P. @lItem 
0325 


OCLC 37424456 





98-4548 


Progress report. 
v.: Shipping list no.: 96-0143-P. 
B-22 0325 


OCLC 30790072 


D 101.2:IN 3/15/996 


Issue: FY 96. @ltem 0325- 


98-4549 D 101.2:M 34/2 
Married Army Couples Program (MACP) for enlisted soldiers (perma- 
nent party). —[1998?) 
1 folded sheet (6 p.) ; 
Q325 
OCLC 38250788 


Shipping list no.: 98-0100-P. @lItem 


98-4550 D 101.2:P 65 


Pinon Canyon maneuver site recreational map. (1997?] 


1 map: Shipping list no.: 98-0115-P. @lItem 0325 
OCLC 38283004 


98-4551 D 101.2:R 59/6 


Rock Island Arsenal. — [19977] 
19 p.: Shipping list no.: 98-0053-P. @ltem 0325 
OCLC 38140534 


98-4552 D 101.2:SE 9/V.1-2 


The Secretary of the Army’s Senior Review Panel report on sexual 
harassment. — 1997. 


2 v. : Contents: v. 1. [Without special title] — v. 2. Data 
report. @Item 0325 (online) 
OCLC 37628166 


98-4553 D 101.2:T 68/8 


Special inspection of initial entry training, equal opportunity/sexual 
harassment policies and procedures. — [1997] 


1 v. (various pagings) ; Shipping list no.: 98-0162-M. @ltem 
0325 (MF) 


OCLC 38153128 


98-4554 D 101.2:T 75 
Troy State University. — [19977] 
1 folded sheet (6 p.) ; Shipping list no.: 97-0305-P. @ltem 
0325 
OCLC 37452437 


98-4555 D 101.2:98001707 
Data element dictionary. [1997] 

@ltem 0325 (online) 

OCLC 38233393 


98-4556 D 101.4:600-96-1 
General Douglas MacArthur Leadership Award Program (calendar 
years 1996 and 1997). —[1996- 
1 v. (loose-leaf) ;— (Department of the Army circular ; 600- 
96-1) Shipping list no.: 98-0194-M. @ltem 0324-B-01 (MF) 
OCLC 38241803 


98-4557 D 101.4:611-96-2 
Implementation of changes to the military occupational classification 
and structure. — [1997- 
1 v. (loose-leaf) ;— (Department of the Army circular ; 611- 


96-2) Shipping list no.: 98-0194-M. @ltem 0324-B-01 (MF) 
OCLC 38241780 


98-4558 D 101.6/5:0F 2/3 
What is OPMS XXI? and other frequently asked questions. — [1997?] 


v, 29 p.; Shipping list no.: 98-0054-P. @Item 0325-B @ltem 
0325-B (online) 


OCLC 38129385 


Government Publications — April 1998 


98-4559 D 101.9:1-100 
Gifts and donations. — [1997- 
1 v. (loose-leaf) ;— (Army regulation ; 
no.: 98-0095-P. @ltem 0323 
OCLC 38204515 


1-100) Shipping list 


98-4560 D 101.9:15-110/996 

Board of Directors, Army and Air Force Exchange Service (AAFES). 
—[1997- 

I v. (loose leaf) ;— (Army regulation ; 


NO.. 98-00RG-P. @lrem 0323 


OCLC 38204523 


98-4561 D 101.9:25-70/998 
Troop program sequence number. — [1997- 


\ v. (loose-leaf) ;— (Army regulation 
no.: 98-0109-P. @ltem 0323 


OCLC 38290264 
98-4562 


15-110) Shipping list 


; 25-70) Shipping list 


D 101.9:37-105/987 
Finance and accounting for installations. — [1997] 
286 p. :— (Army regulation ; 37-105) Shipping list no.: 98- 
0099-P,  @ltem 0323 


OCLC 38283698 


98-4563 D 101.9:190-22/983 
Searches, seizures, and disposition of property. — {1997- 
\ v. (loose-leaf) ;— (Army regulation ; 190-22) Shipping list 
no.: 98-0107-P. @ltem 0323 


OCLC 38290244 


98-4564 D 101.9:611-3/983 
Army Occupational Survey Program. — [1997- 
| v. (loose-leaf) ;— (Army regulation ; 611-3) 
no.: 98-0084-P. @ltem 0323 
OCLC 38191912 


98-4565 D 101.9:690-950-13/983 
Civilian career program for supply management. — [1997- 
1 v. (loose-leaf) : — (Army regulation ; no. 690-950-13) Ship- 
ping list no.: 98-0093-P. @lItem 0323 
OCLC 38211384 


98-4566 D 101.9:740-26/985 
Physical inventory control. — [1997- 
1 v. (loose-leaf) :— (Army regulation ; 740-26) Shipping list 
no.: 98-0087-P. @ltem 0323 
OCLC 38192782 


98-4567 D 101.11:5-1940-277-20/996 
Unit maintenance manual. — [1996] 
1 v.— (Army TM ; 5-1940-277-20) Shipping list ro.: 97-0965- 
M. @ltem 0329 (MF) GPO abridged cataloging. 
OCLC 38210682 


98-4568 D 101.11:5-4520-244-24 P/996 


Unit, direct support, and general support maintenance repair parts 
and special tools list for heater, duct type, portable, trailer mounted, 
400,000 Btu/hr, Fiesta model, FC-400-1, NSN 4520-01-071-7191. 
— [1996] 

1 v.— (Technical manual ; TM 5-4520-244-24P) Shipping list 
no.: 97-0957-M. @lItem 0329 (MF) GPO abridged cataloging. 
OCLC 38210690 


98-4569 D 101.11:9-2815-224-34&P/996 
Direct support and general support maintenance manual (including 
repair parts and special tools list). — [1996] 
1 v.— ({Department of the Army technical manual] ; TM 9- 
2815-224-34 & P) ‘‘Distribution is authorized to U.S. government 
agencies only, to protect technical or operational information from 


Shipping list 
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automatic dissemination.’’ Shipping list no.: 97-0957-M. 
0329 (MF) GPO abridged cataloging. 
OCLC 38210704 


@liem 


98-4570 D 101.11:11-4920-292-15/995 
Operator’s, organizational, DS, GS, and depot maintenance manual, 
including repair parts and special tools lists. — [1995] 
1 v.— (Technical manual ; TM 11-4920-292-15) 
no.: 98-0164-M. @lItem 0329 (MF) 
OCLC 38210744 


Shipping list 


GPO abridged cataloging. 


98-4571 D 101.11:11-5805-749-34 
Intermediate direct support and general support maintenance manual. 
— [1996] 

1 v.— (Technical manual ; TM 11-5805-749-34) ‘‘Distribution 
authorized to the Department of Defense and DOD contractors only 
for official use or for administrative or operational purposes.”’ 
Shipping list no.: 98-0164-M. @lItem 0329 (MF) GPO abridged 
cataloging. 


OCLC 38210725 


98-4572 D 101.11:11-5874-200-40 P 
General support maintenance repair parts and special tools lists (includ- 
ing depot maintenance repair parts and special tools) for recorder- 
reproducer set, sound AN/UNH-10 (NSN 5835-00-082-3842). — 

[1996] 

1 v.— (Technical manual ; TM 11-5874-200-40P) 
list no.: 97-0957-M. 
OCLC 38210731 


Shipping 
@ltem 0329 (MF) GPO abridged cataloging. 


98-4573 D 101.22:550-22/993 
Cyprus, a country study. — 4th ed. — [1993] 

xxxii, 304 p. :— (Area handbook series,) Shipping list no.: 
93-0156-P. Partial contents: Historical setting / Eugene K. Keefe, 
Eric Solsten — The society and its environment / Eleni Meleagrou, 
Birol Yesilada — The economy / Alix J. Kondonassis, Birol 
Yesilada — Government and politics / Ellen Laipson — National 
security / Jean R. Tartter. @Item 0327-J @lItem 0327-J (online) 
S/N 008-020-01293-9 

OCLC 27014039 


98-4574 D 101.22:550-24/989 
Lebanon, a country study. — 3rd ed. — 1989. 

xxv, 282 p. :— (Area handbook series) Shipping list no.: 89- 
0721-P. @ltem 0327-J @lItem 0327-J (online) S/N 008-020- 
01183-5 

OCLC 18907889 


98-4575 D 101.22:550-25/990 
Israel, a country study. — 3rd ed. — 1990. 
xxxvili, 416 p. :— (Area handbook series) Shipping list no.: 
91-0026-P. @lItem 0327-5 @lItem 0327-J (online) S/N 008-020- 
01233-5 


OCLC 21524646 


98-4576 D 101.22:550-26/990 


Colombia, a country study. — 4th ed. —c1990. 
xxxiii, 364 p. :— (Area handbook series) 
91-0026-P. @lItem 0327-J 
01234-3 
OCLC 21409099 


98-4577 D 101.22:550-27/992 
Sudan, a country study. — 4th ed. — 1992. 

xxxili, 336 p. :— (Area handbook series,) Shipping list no.: 
92-0647-P. @ltem 0327-J @ltem 0327-J (online) S/N 008-020- 
012840 

OCLC 26501987 


Shipping list no.: 
@ltem 0327-J (online) S/N 008-020- 
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98-4578 D 101.22:550-31/990 
Iraq, a country study. — 4th ed. — 1990. 

xxx, 302 p. :— (Area handbook series) 
0386-P. @ltem 0327-J 
01206-8 

OCLC 20723902 


98-4579 D 101.22:550-32 
Vietnam, a country study. — Ist ed. — 1989. 

xlvi, 386 p. :— (Area handbook series) Shipping list no.: 90- 
0086-P. @lItem 0327-J @Item 0327-J (online) S/N 008-020- 
01190-8 

OCLC 18907849 


98-4580 D 101.22:550-34/991 
Jordan, a country study. — 4th ed. — [1991] 

xxxi, 330 p. :— (Area handbook series) Shipping list no.: 91- 
0527-P. @Item 0327-J @ltem 0327-J (online) S/N 008-020- 
01249-1 

OCLC 23141212 


98-4581 D 101.22:550-41/992 
South Korea, a country study. — 4th ed. — [1992] 

xli, 408 p. :— (Area handbook series,) Shipping list no.: 92- 
0461-P. @Item 0327-J @lItem 0327-J (online) S/N 008-020- 
01278-5 

OCLC 24667208 


98-4582 D 101.22:550-43/991 
Egypt, a country study. — Sth ed. — 1991. 

Xxxv, 428 p. :— (Area handbook series,) 
92-0134-P. @ltem 0327-J 
01271-8 

OCLC 24247439 


98-4583 D 101.22:550-46/989 
Panama, a country study. — 4th ed. — 1989. 

xxxix, 337 p. :— (Area handbook series) Shipping list no.: 
89-0432-P. @Item 0327-J @ltem 0327-J (online) S/N 008-020- 
01170-3 

OCLC 18907883 
98-4584 D 101.22:550-47/987 
Syria, a country study. — 3rd ed. [i.e. 4th ed.] — 1988. 

xxiv, 334 p. :— (Area handbook series) @Item 0327-J @lItem 

0327-J (online) S/N 008-020-01 142-8 
OCLC 17411963 


98-4585 D 101.22:550-50/990 
Cambodia, a country study. —- 3rd ed. — 1990. 

xxxvi, 362 p. :— (DA pam ; 550-50) Shipping list no.: 90- 
0279-P. @litem 0327-J @ltem 0327-J (online) S/N 008-020- 
01203-3 

OCLC 19886221 


98-4586 D 101.22:550-52/991 


Ecuador, a country study. — 3rd ed. — 1991. 

xxv, 306 p. :— (Area handbook series,) Shipping list no.: 92- 
0030-P. @ltem 0327-J @ltem 0327-J (online) S/N 008-020- 
01270-0 

OCLC 23179333 


98-4587 D 101.22:550-53/989 
Thailand, a country study. — 6th ed. — 1989. 

xxix, 366 p. :— (Area handbook series) Shipping list no.: 89- 
0761-P. Partial contents: Historical setting / Donald M. Seekins 
— The society and its environment / William P. Tuchrello — 
The economy / Andrew Cao — Government and politics / Rinn- 
Sup Shinn — National security / John B. Haseman. @lItem 0327- 
J @ltem 0327-J (online) S/N 008-020-01184-3 

OCLC 18907877 


Shipping list no.: 90- 
@ltem 0327-J (online) S/N 008-020- 


Shipping list no.: 
@ltem 0327-J (online) S/N 008-020- 





98-4588 D 101.22:550-59/990 
Angola, a country study. — 3rd ed. — [1991] 

xxvii, 318 p. :— (Area handbook series) Shipping list no.: 
91-0293-P. @ltem 0327-J @lItem 0327-J (online) S/N 008-020- 
01240-8 

OCLC 23534233 


98-4589 D 101.22:550-60/988 
China, a country study. — 4th ed. — 1988. 

xli, 732 p. :— (DA pam ; 550-60) Shipping list no.: 89- 
0141-P. @Item 0327-J_ @Item 0327-J (online) S/N 008-020- 
01159-2 

OCLC 17439308 


98-4590 D 101.22:550-66/991 
Bolivia, a country study. — 3rd ed. — 1991. 

Xxxvil, 354 p. :— (Area handbook series) Shipping list no.: 
91-0420-P. @Item 0327-J @item 0327-J (online) S/N 008-020- 
01244-1 

OCLC 22891719 


98-4591 D 101.22:550-67/994 
Zaire, a country study. — 4th ed. — 1994. 

Ivii, 394 p. :— (Area handbook series,) Shipping list no.: 94- 
9092-P. Partial contents: Historical setting / Rene Lemarchand — 
The society and its environment / Alden Almquist — The economy 
/ Hampton Smith, Tim Merrill, and Sandra W. Meditz — Govern- 
ment and politics / Thomas Turner — National security / Roger 
C. Glickson, Joshua Sinai. @lItem 0327-J @ltem 0327-J (online) 
S/N 008-020-01337-4 

OCLC 30666705 


98-4592 D 101.22:550-68/987 
Iran, a country study. — 4th ed. — 1989. 
xxxiv, 344 p. :— (Area handbook series) Shipping list no.: 


89-0665-P. @ltem 0327-J @lItem 0327-J (online) S/N 008-020- 
01181-9 
OCLC 18907871 


98-4593 D 101.22:550-71/993 
Venezuela, a country study. — 4th ed. — [1993] 

xxix, 276 p. :— (Area handbook series,) Shipping list no.: 
93-0129-P. Partial contents: Historical setting / James D. Rudolph 
— The society and its environment / Ieda Siqueira Wiarda — 
The economy / Daniel J. Seyler — Government and politics / 
Howard J. Wiarda, Ieda Siqueira Wiada — National security / 
Richard A. Haggerty. @lItem 0327-J @ltem 0327-J (online) S/ 
N 008-020-01291-2 

OCLC 25633004 


98-4594 D 101.22:550-72/993 
Philippines, a country study. — 4th ed. — 1993. 

xxxii, 386 p. :— (Area handbook series,) Shipping list no.: 
93-0271-P. @ltem 0327-J @ltem 0327-J (online) S/N 008-020- 
01295-5 

OCLC 27010693 


98-4595 D 101.22:550-74/992 
Uganda, a country study. — 2nd ed. — 1992. 

Xxvill, 298 p. :— (Area handbook series,) Shipping list no.: 
92-0641-P. @ltem 0327-J @lItem 0327-J (online) S/N 008-020- 
01285-8 (paper copy) 

OCLC 25831693 


98-4596 D 101.22:550-76991 
Mongolia, a country study. — 2nd ed., 1991. — 1991. 
xl, 320 p. :— (Area handbook series) Shipping list no.: 91- 


0251-P. @lItem 0327-J @lItem 0327-J (online) S/N 008-020- 
01237-8 


OCLC 21600294 
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98-4597 D 101.22:550-79/997 
Mexico. — 4th ed. — 1997. 
xlix, 414 p. :— (Area handbook series,) 
0006-S. S/N 008-020-01432-0 
OCLC 36713180 


Shipping list no.: 98- 


98-4598 D 101.22:550-81/994 
North Korea, a country study. — 4th ed. — 1994. 

xxxv, 346 p. :— (Area handbook series,) Shipping list no.: 
94-9069-P. Partial contents: Historical Setting / Bruce G. Cumings 
— The society and its environment / Donald M. Seekins — The 
economy / Joseph S. Chung — Government and politics / Pan 
Suk Kim — National security / Guy R. Arrigoni. @Item 0327- 
J @item 0327-3 (online) S/N 008-020-01331-5 

OCLC 29548345 


98-4599 D 101.22:550-85/989 
Libya, a country study. — 4th ed. — 1989. 

xxviii, 351 p. :— (Area handbook series) Shipping list no.: 
89-0218-P. @ltem 0327-J @ltem 0327-J (online) S/N 008-020- 
01163-1 

OCLC 19122696 


98-4600 D 101.22:550-86/993 
Somalia, a country study. — 4th ed. — 1993. 

XXxvil, 282 p. :— (Area handbook series) Shipping list no.: 
93-0267-P. Partial contents: Historical setting / Said S. Samatar 
— The society and its environment / Said S. Smatar — The econ- 
omy / David D. Laitin — Government and politics / Eric Hooglund 
— National security / Thomas Ofcansky. @Item 0327-J @ltem 
0327-J (online) S/N 008-020-01296-3 

OCLC 27642849 


98-4601 D 101.22:550-93/997 
South Africa. — 3rd ed. — 1997. 
Ixv, 532 p. :— (Area handbook series) Shipping list no.: 98- 
0005-S. @lItem 0327-J S/N 008-020-01433-8 
OCLC 35887272 


98-4602 D 101.22:550-95/991 
Soviet Union, a country study. — 2nd ed. — 1991. 

Ixxxii, 1068 p. :— (Area handbook series) Shipping list no.: 
91-0760-P. @Item 0327-J @lItem 0327-J (online) S/N 008-020- 
01253-0 

OCLC 22911443 


98-4603 D 101.22:550-96/990 
Sri Lanka, a country study. — 2nd ed. — 1990. 

Xxxvii, 322 p. :— (Area handbook series) Shipping list no.: 
90-0502-P. @lItem 0327-J @ltem 0327-J (online) S/N 008-020- 
01216-5 

OCLC 20800153 


98-4604 D 101.22:550-97/992 
Uruguay, a country study. — 2nd ed. — 1992. 

xxxv, 302 p. :— (Area handbook series) Shipping list no.: 
92-0630-P. @Item 0327-J @lItem 0327-J (online) S/N 008-020- 
01283-1 

OCLC 25409241 


98-4605 D 101.22:550-99/992 
Yugoslavia, a country study. — 3rd ed. — [1992] 

xlii, 348 p. : — (Area handbook series,) Shipping list no.: 92- 
0365-P. @lItem 0327-3 @ltem 0327-J (online) S/N 008-020- 
01277-7 

OCLC 24792849 
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98-4606 D 101.22:550-114 
Kazakstan, Kyrgyzstan, Tajikistan, Turkmenistan, and Uzbekistan. — 
Ist ed. — [1997] 
Ixi, 570 p. :— (Area handbook series,) 
0005-S. @ltem 0327-J 
OCLC 36364151 


Shipping list no.: 98- 
S/N 008-020-01 434-6 


98-4607 D 101.22:550-150/990 
El Salvador, a country study. — 2nd ed. — 1990. 

xxix, 306 p. :— (DA pam ; 550-150) Shipping list no.: 90- 
0407-P. @Item 0327-J @Item 0327-J (online) S/N 008-020- 
01210-6 

OCLC 20754505 


98-4608 D 101.22:550-155/987 
East Germany, a country study. — 3rd. ed. — 1988. 

xxxiii, 433 p. :—- (DA pam ; 550-155) Shipping list no.: 88- 
0648-P. @ltem 0327-J @lItem 0327-J (online) S/N 008-020- 
01148-7 

OCLC 17411970 


98-4609 D 101.22:550-156/990 
Paraguay, a country study. — 2nd ed. — 1990. 

xxxi, 288 p. :— (Area handbook series) Shipping list no.: 90- 
0148-P. @Item 0327-5 @lItem 0327-5 (online) S/N 008-020- 
01194-1 

OCLC 20453715 


98-4610 D 101.22:550-157/992 
Nigeria, a country study. — 5th ed. — 1992. 

xxxiii, 394 p. :— (Area handbook series) Shipping list no.: 
92-0554-P. Partial contents: Historical setting / Paul E. Lovejoy 
— The society and its environment / Ronald Cohen, Abe Goldman 
— The economy / E. Wayne Nafziger — Government and politics 
/ Eghosa Osaghae — National security / Joseph P. Smaldone. 
@ltem 0327-J @ltem 0327-J (online) S/N 008-020-01280-7 

OCLC 25509024 


98-4611 D 101.22:550-158/989 
Czechoslovakia, a country study. — 3rd ed. /— 1989. 

xxix, 421 p. :— (DA pam ; 550-158) Shipping list no.: 89- 
0370-P. @Item 0327-J @lItem 0327-J (online) S/N 008-020- 
01166-5 

OCLC 18949024 


98-4612 D 101.22:550-159/990 
Chad, a country study. — 2nd ed. — 1990. 

xxiv, 254 p. :— (Area handbook series) Shipping list no.: 90- 
0585-P. @ltem 0327-J @lItem 0327-J (online) S/N 008-020- 
01220-3 

OCLC 20852903 


98-4613 D 101.22:550-160/991 
Romania, a country study. — 2nd ed. — 1991. 

xxxvi, 356 p. :— (Area handbook series) Shipping list no.: 
91-0500-P. @ltem 0327-J @ltem 0327-J (online) S/N 008-020- 
01247-5 

OCLC 21600382 


98-4614 D 101.22:550-161/990 
Mauritania, a country study. — 2nd ed. — 1990. 

xxv, 218 p. :— (Area handbook series) Shipping list no.: 90- 
0196-P. @Item 0327-J @ltem 0327-J (online) S/N 008-020- 
01197-5 

OCLC 20759900 


Page 22 


98-4615 D 101.22:550-165/991 
Hungary, a country study. —- 2nd ed. — 1990. 

li, 320 p. :— (Area handbook series) Shipping list no.: 91- 
0192-P. @lItem 0327-J @Item 0327-J (online) S/N 008-020- 
01236-0 

OCLC 21670267 


98-4616 D 101.22:550-167/990 
Finland, a country study. — 2nd ed. — 1990. 
Xxxili, 446 p., [1] folded leaf of plates :— (Area handbook 
series) Shipping list no.: 90-0708-P. @lItem 0327-J @ltem 0327- 
J (online) S/N 008-020-01221-1 
OCLC 22995580 


98-4617 D 101.22:550-175/990 
Bangladesh, a country study. — 2nd ed. — 1989. 

xxxvi, 306 p. :— (DA pam ; 550-175) Shipping list no.: 90- 
0033-P. @lItem 0327-J @ltem 0327-J (online) S/N 008-020- 
01189-4 

OCLC 20420208 


98-4618 D 101.22:550-179/990 
Spain, a country study. — 2nd ed. — 1990. 

xxxviii, 406 p. :— (Area handbook series) Shipping list no.: 
91-0070-P. @ltem 0327-J @lItem 0327-J (online) S/N 008-020- 
01235-1 

OCLC 21524692 


98-4619 D 101.22:550-184/991 
Singapore, a country study. — 2nd ed. — 1991. 

xxix, 328 p. :— (Area handbook series) Shipping list no.: 91- 
0560-P. @Item 0327-J @lItem 0327-J (online) S/N 008-020- 
01250-5 

OCLC 22911442 


98-4620 D 101.22/3:715-14/997 
How to do business with U.S. Army Materiel Command. — [1997] 
25 p. :— (AMC-P ; 715-14) Shipping list no.: 98-0078-P. 
@ltem 0322-A 
OCLC 38166365 


98-4621 D 101.25:1-2840-248-20-18 
Life-limits for T700-GE-700 and T700-GE-701 engine components. 
— [1997] 

1 v.— (Department of the Army technical bulletin ; 
2840-248-20-18) Shipping list no.: 
GPO abridged cataloging. 

OCLC 38211390 


98-4622 D 101.25:11-5820-890-20-35 
Installation instructions for installation kit, electronic equipment MK- 
2336/VRC (NSN 5895-01-285-2346) (EIC N/A) to permit installa- 
tion of radio set ... fire direction center. — [1997] 
1 v.— (Technical bulletin ; TB 11-5820-890-20-35) Shipping 
list no.: 98-0094-P. @lItem 0329 GPO abridged cataloging. 
OCLC 38211353 


98-4623 D 101.43/2:524 
Military veterinary medicine. — [1997] 
[12] p.: Shipping list no.: 98-0050-P. @lItem 0323-A 
OCLC 38204488 
98-4624 D 101.43/2-2:97-780 
Make a difference, be an Army priest. — [1997] 
12 p.: Shipping list no.: 98-0090-P. @lItem 0323-A-02 
OCLC 38266601 
98-4625 
Come and see. — [1997] 
[12] p.: Shipping list no.: 98-0090-P. @lItem 0323-A-02 
OCLC 38266558 


TB 1- 
98-0092-P. @Item 0329 


D 101.43/2-2:97-781 





98-4626 D 101.48:145-4-2 
Leadership education and training 2 (LET 2). — [1997] 
v, 314 p. :— (ROTC manual; no. 145-4-2) Shipping list no.: 
98-0051-P. @lItem 0327-D 
OCLC 38223973 


98-4627 D 101.120:98001711 
MILPER organization directory. [1997?] 
@ltem 0325-M (online) 
OCLC 38155317 


ENGINEERS CORPS 
Alexandria, VA 22304 


Orders or requests for publications listed below which are not sold 
by the Supt. of Docs. should be sent to the preparing and issuing 
office indicated. Address requests to the U.S. Army Corps of Engineers 
and add the City and State shown. Publications shown as initiated 
and issued by the Chief of Engineers should be ordered from Office 
of the Chief of Engineers, Publications Depot, 890 Pickett St., Alexan- 
dria, Va. 22304. 


98-4628 D 103.33/2:95-4 
Assessing cryogenic testing of aggregates for concrete pavements. — 
[1995} 
iii, 12 p. :— (Special report ; 95-4) @lItem 0335-B (online) 
OCLC 32186204 


98-4629 D 103.33/2:95-18 
Structural ice control. — [1995] 
iv, 31 p. :— (Special report ; 95-18) @lItem 0335-B (online) 
OCLC 33062703 


98-4630 D 103.33/2:96-6 
Ice force and scour instrumentation for the White River, Vermont. 
— [1996] 
iv, 53 p. :— (Special report ; 96-6) @lItem 0335-B (online) 
OCLC 35013015 


98-4631 D 103.33/2:96-12 
PCC airfield pavement response during thaw-weakening periods. — 
[1996] 
iv, 38 p. :— (Special report ; 96-12) @lItem 0335-B (online) 
OCLC 35394362 


98-4632 D 103.33/2:96-19 
Resilient modulus testing of materials from Mn/ROAD, Phase 1. —- 
[1996] 
vi, 93 p. :— (Special report ; 96-19) @lItem 0335-B (online) 
OCLC 36554624 


98-4633 D 103.33/2:96-20 
Testing of materials from the Minnesota Cold Regions Pavement Re- 
search Test Facility. — [1996] 
vi, 37 p. :— (Special report ; 96-20) @ltem 0335-B (online) 
OCLC 36555176 


98-4634 D 103.33/2:96-21 
Modeling of Mn/ROAD test sections with the CRREL mechanistic 
pavement design procedure. — [1996] 
vi, 42 p. :— (Special report ; 96-21) 
OCLC 36555140 


98-4635 D 103.33/2:96-25 
The state of the art of modeling millimeter-wave remote sensing of 
the environment. — [1996] 
iii, 27 p. ;— (Special report ; 96-25) @ltem 0335-B (online) 
OCLC 38141130 


@ltem 0335-B (online) 
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98-4636 D 103.33/2:97-4 
Selection of confluence sites with ice problems for structural solutions. 
— [1997} 


iii, 23 p. :— (Special report ; 97-4) @lItem 0335-B (online) 
OCLC 37139397 


98-4637 D 103.33/2:97-13 
Evaluation of airport subsurface materials. — [1997] 


vii, 26 p. :— (Special report ; 97-13) @ltem 0335-B (online) 
OCLC 37333451 


98-4638 D 103.33/2:97-16 
Increasing cold weather masonry construction productivity. — [1997] 


iv, 53 p. :— (Special report ; 97-16) @lItem 0335-B (online) 
OCLC 37889349 
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@ltem 0455-G-11 (online) i . J 
oe Research Triangle Park, NC 27711 
EP 4.8:AI 7/13/996 


P. @ltem 0455-G-11 


OCLC 38236459 
ED 1.331/2:EDO-RC-97-5/CORR. 


98-4934 
Improving ethnic and racial relations in the schools. —[Corr. ver- 
EDO-RC-97-5) Shipping list no. 
GPO abridged cataloging. study series) 
(MF) 


98-4945 
Estimation of air impacts for soil vapor extraction (SVE) systems 


sion). — [1997] . . (revised). — Rev. — [1996] 
1 sheet.— (ERIC digest ; v, 40, [14) p. :— (Air/superfund national technical guidance 
Shipping list no.: 97-0753-M. @lItem 0483-E-02 


98-0115-P. @ltem 0455-G-11 
OCLC 38198239 


OCLC 38291503 
98-4935 ED 1.341:ST 9/2 
Reading and writing habits of students. — [1997] ; 
) sheet ({2) p.) :— (Indicator of the month) Shipping list 98-4946 EP 48:C 46 
no.: 98-0078-P. @ltem 0461-D-12 @ltem 0461-D-12 (online) A guidebook on how to comply with the chromium electroplating 
OCLC 38175468 and anodizing national emission standards for hazardous air pollut- 
ants. — [1995] 
ENVIRONMENTAL PROTECTION AGENCY \ v. (various pagings) : Shipping list no.: 98-0753-M. @ltem 
Washington, DC 20460 O483-E 02 (MP) 
OCLC 38191237 
EP 4.8:OR 3/6/DRAFT. 


EP 1.2:G 19/6 
98-4947 
Control of volatile organic compound emissions from offset litho- 


98-4936 
graphic printing. — (1993] 
Shipping list no.: 


Great minds? Great Lakes! — [1997] 
23 p.. Shipping list no.. 98-00R5S-P. @lrem 0431-1-01 
\ v. (various pagings) :— (Guideline series) 
97-0957-M. @lItem 0483-E-02 (MF) 


OCLC 38175361 
98-4937 EP 1.2:P 21/UDRAFT. 
Protocol for developing pathogen TMDLs. — [1997] OCLC 38191089 
98-4948 EP 4.8:0Z 7/3 
Guidance on use of modeled results to demonstrate attainment of 


Lv. 
@ltem 0483- 


OCLC 38291382 
98-4938 EP 1.2:P 94/37 
Protocol for developing sediment TMDLs. — [1997] the ozone NAAQS. — [1996] 
Lv. ii, S-7, 63 p. : Shipping list no.: 97-0928-M. 
OCLC 38291314 E-02 (MF) 
OCLC 38190704 


98-4939 
Small business? save money! — [1997] 
Shipping list no.: 98-0016-P. @ltem PESTICIDES AND TOXIC SUBSTANCES 
OFFICE 
Environmental Protection Agency 


EP 1.2:SM 12 


| folded sheet (12 p.) : 
Washington, DC 20460 


0431-I-01 


OCLC 37989995 
EP 5.24:R 31 


98-4940 
EPA strategic plan. — [1997] 
108 p. : Shipping list no.: 98-0064-P. @lItem 0431-I-O1 S/ 98-4949 
salina: 9 yep ISO 14000 resource directory. — (1997) 
OCLC 38166280 1 v. (various pagings) ; Shipping list no.: 98-0050-P. @ltem 
0473-B-18 
OCLC 38063459 


98-4941 EP 1.8:EM 4/6 
Emission standards reference guide for heavy-duty and nonroad en- 
gines. — [1997] 
Shipping list no.: 98-0020-P. @lItem 0431-K FARM CREDIT ADMINISTRATION 
McLean, VA 22102 
FCA 1,2:97032924 


1 sheet ; 
OCLC 37785979 


EP 1.2:ST 8/11 


EP 1.96:600/S-97/003 
98-4950 
FY 1996 Farm Credit System Survey. [19977] 


98-4942 
Anaerobic biodegradation of BTEX in aquifer material. — (1997] 
9 p. :— (Environmental research brief) Shipping list no.: 98- 
0063-P. @ltem 0431-I-81 @ltem 0430-J-02 (online) 
OCLC 38131489 OCLC 38208289 
EP 1.96:600/S-97/005 
FEDERAL EMERGENCY MANAGEMENT 
AGENCY 


98-4943 
Innovative measures for subsurface chromium remediation. — [1997] 
Washington, DC 20472 


16 p. :— (Environmental research brief) Shipping list no.: 98- 
FEM 1.2:97034334 


0095-P. @ltem 0431-1-81 
98-4951 
Strategic plan FY 1998-FY 2007, with operational objectives through 


OCLC 38223703 
EP 1.104:1M 1 
FY 2003. 1997. 


98-4944 
Library of environmental images. [1997] 
1 computer laser optical disc : Shipping list no.: 98-0015-E. 
@item 0216-A-05 (online) 
OCLC 38241381 


@ltem 0431-R 
OCLC 38186139 
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FEDERAL INSURANCE ADMINISTRATION 
Federal Emergency Management Agency 
Washington, DC 20410 


98-4952 FEM 1.209/3:040073/997/V .3 
Flood insurance study. — Rev. Aug. 19, 1997. — 1997. 
3 v. Shipping list no.: 98-0017-M (v. 3). @ltem 0594-C-03 
(MF) GPO abridged cataloging. 
OCLC 37937300 


98-4953 FEM 1.209/4:050381/ETC. 
Flood insurance study. — [1997] 
1 v. Shipping list no.: 98-0017-M. 
GPO abridged cataloging. 
OCLC 38233929 


@ltem 0594-C-04 (MF) 


98-4954 FEM 1.209/5:060001/V.2 
Flood insurance study. — Rev. Sept. 17, 1997. — 1997- 
v. Shipping list no.: 97-0971-M (v. 2). @lItem 0594-C-05 (MF) 
GPO abridged cataloging. 
OCLC 38174889 


98-4955 FEM 1.209/5:060008 
Flood insurance study. — Rev. Sept. 17, 1997. — 1997. 
1 v. Shipping list no.: 97-0971-M. @lItem 0594-C-05 (MF) 
GPO abridged cataloging. 
OCLC 38174783 


98-4956 FEM 1.209/5:060061 
Flood insurance study. — Rev. Nov. 5, 1997. — 1997. 
1 v. Shipping list no.: 97-0971-M. @Item 0594-C-05 (MF) 
GPO abridged cataloging. 
OCLC 38174790 


98-4957 FEM 1.209/5:060253 
Flood insurance study. — Rev. Aug. 19, 1997. — 1997. 
1 v. Shipping list no.: 97-0971-M. @ltem 0594-C-05 (MF) 
GPO abridged cataloging. 
OCLC 38174811 


98-4958 FEM 1.209/5:060285/ETCJ/V.3-7 
Flood insurance study. — Rev. June 19, 1997. — 1997- 
v. Shipping list no.: 97-0619-M (v. 3, 6-7), 97-0593-M (v. 4- 
5). @lItem 0594-C-05 (MF) GPO abridged cataloging. 
OCLC 38194503 


98-4959 FEM 1.209/5:060306 
Flood insurance study. — Rev. Nov. 5, 1997. — 1997. 
1 v. Shipping list no.: 98-0123-M. @ltem 0594-C-05 (MF) 
GPO abridged cataloging. 
OCLC 38233201 


98-4960 FEM 1.209/5:060309 
Flood insurance study. — Rev. Nov. 5, 1997. — 1997. 
1 v. Shipping list no.: 98-0123-M. @ltem 0594-C-05 (MF) 
GPO abridged cataloging. 
OCLC 38233190 


98-4961 FEM 1.209/5:060347 


Flood insurance study. — Rev. June 19, 1997. — 1997. 


1 v. Shipping list no.: 97-0580-M. @lItem 0594-C-05 (MF) 
GPO abridged cataloging. 
OCLC 38250430 


98-4962 FEM 1.209/5:060351 
Flood insurance study. — Rev. July 3, 1997. — 1997. 


1 v. Shipping list no.: 97-0580-M. @lItem 0594-C-05 (MF) 
GPO abridged cataloging. 


OCLC 38250435 
Page 38 


98-4963 FEM 1.209/5:060383 
Flood insurance study. — Rev. June 5, 1997. — 1997. 
1 v. Shipping list no.: 97-0580-M. @lItem 0594-C-05 
GPO abridged cataloging. 
OCLC 38250446 


98-4964 FEM 1.209/5:060438 


Flood insurance study. — Rev. May 5, 1997. — 1997. 
1 v. Shipping list no.: 97-0580-M. @lItem 0594-C-05 
GPO abridged cataloging. 


OCLC 38250441 
98-4965 FEM 1.209/6:085073 


Flood insurance study. — Rev. Sept. 30, 1997. — 1997. 
1 v. Shipping list no.: 98-0017-M. @Item 0594-C-06 
GPO abridged cataloging. 
OCLC 38232651 


98-4966 FEM 1.209/7:090017 
Flood insurance study. — Rev. Dec. 19, 1997. — 1997. 


1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-07 
GPO abridged cataloging. 


OCLC 38223413 


98-4967 FEM 1.209/7:090018 
Flood insurance study. — Rev. Dec. 19, 1997. — 1997. 


1 v. Shipping list no.: 98-0123-M. @Item 0594-C-07 
GPO abridged cataloging. 


OCLC 38239501 


98-4968 FEM 1.209/7:090076 
Flood insurance study. — Rev. Nov. 19, 1997. — 1997. 


1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-07 
GPO abridged cataloging. 
OCLC 38239431 


98-4969 FEM 1.209/7:090123 
Flood insurance study. — Rev. Sept. 17, 1997. — 1997. 


1 v. Shipping list no.: 98-0017-M. @lItem 0594-C-07 
GPO abridged cataloging. 
OCLC 38232645 


98-4970 FEM 1.209/9:125093/ETC. 
Flood insurance study. — Rev. Oct. 2, 1997. — 1997. 
1 v. Shipping list no.: 98-0017-M. @lItem 0594-C-09 
GPO abridged cataloging. 
OCLC 38233976 


98-4971 FEM 1.209/11:150003/997 
Flood insurance study. — Rev. Sept. 17, 1997. — 1997. 
1 v. Shipping list no.: 98-0017-M. @ltem 0594-C-11 
GPO abridged cataloging. 
OCLC 38232652 


98-4972 FEM 1.209/12:160021 
Flood insurance study. — Rev. Mar. 17, 1997. — 1997. 
1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-12 
GPO abridged cataloging. 
OCLC 38239159 


98-4973 FEM 1.209/12:160022 


Flood insurance study. — Rev. Mar. 17, 1997. — 1997. 
1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-12 
GPO abridged cataloging. 
OCLC 38239019 


98-4974 FEM 1.209/13:170224 
Flood insurance study. — Rev. Aug. 19, 1997. — 1997. 


1 v. Shipping list no.: 98-0017-M. @lItem 0594-C-13 
GPO abridged cataloging. 
OCLC 38232655 





98-4975 FEM 1.209/14:180013 
Flood insurance study. — Rev. Mar. 17, 1997. — 1997. 
1 v. Shipping list no.: 98-0017-M. @lItem 0594-C-14 (MF) 
GPO abridged cataloging. 
OCLC 38233178 


98-4976 FEM 1.209/14:180129 


Flood insurance study. — Rev. Oct. 2, 1997. — 1997. 
1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-14 (MF) 
GPO abridged cataloging. 
OCLC 38239304 


98-4977 FEM 1.209/14:180267/ETC. 


Flood insurance study. — [1997] 
1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-14 (MF) 
GPO abridged cataloging. 
OCLC 38239363 


98-4978 FEM 1.209/16:200215 


Flood insurance study. — Rev. Dec. 19, 1997. — 1997. 
1 v. Shipping list no.: 98-0017-M. @lItem 0594-C-16 
GPO abridged cataloging. 


OCLC 38233144 
98-4979 FEM 1.209/18:220178 


Flood insurance study. — Rev. Dec. 19, 1997. — 1997. 
1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-18 
GPO abridged cataloging. 


OCLC 38239220 


98-4980 FEM 1.209/19:230088 
Flood insurance study. — Rev. June 19, 1997. — 1997. 


1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-19 (MF) 
GPO abridged cataloging. 


OCLC 38223410 


98-4981 FEM 1.209/19:230119 
Flood insurance study. — Rev. Nov. 19, 1997. — 1997. 


1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-19 (MF) 
GPO abridged cataloging. 


OCLC 38239669 


98-4982 FEM 1.209/20:240027 
Flood insurance study. — Rev. Dec. 19, 1997. — 1997. 


1 v. Shipping list no.: 98-0017-M. @lItem 0594-C-20 (MF) 
GPO abridged cataloging. 
OCLC 38232809 


98-4983 FEM 1.209/22:250069 
Flood insurance study. — Rev. July 16, 1997. — 1997. 
1 v. Shipping list no.: 98-0017-M. @lItem 0594-C-22 (MF) 
GPO abridged cataloging. 
OCLC 38232647 


98-4984 FEM 1.209/23:270072 
Flood insurance study. — [1997] 
1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-23 
GPO abridged cataloging. 
OCLC 38239625 


98-4985 FEM 1.209/23:270432 
Flood insurance study. — Rev. Nov. 19, 1997. — 1997. 
1 v. Shipping list no.: 98-0123-M. @ltem 0594-C-23 (MF) 
GPO abridged cataloging. 
OCLC 38239652 


98-4986 FEM 1.209/23:275250 


Flood insurance study. — Rev. Aug. 19, 1997. — 1997. 


1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-23 (MF) 
GPO abridged cataloging. 
OCLC 38239679 
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98-4987 FEM 1.209/24:280050/ETC. 
Flood insurance study. — Rev. June 19, 1997. — 1997. 
1 v. Shipping list no.: 98-0017-M. @ltem 0594-C-24 
GPO abridged cataloging. 
OCLC 38234007 


98-4988 FEM 1.209/26:260633 
Flood insurance study. — [1997] 
1 v. Shipping list no.: 98-0123-M. 
GPO abridged cataloging. 
OCLC 38239581 


98-4989 FEM 1.209/26:300020 
Flood insurance study. — Rev. Sept. 17, 1997. — 1997. 
1 v. Shipping list no.: 98-0123-M. @ltem 0594-C-26 
GPO abridged cataloging. 
OCLC 38239602 


98-4990 FEM 1.209/27:310209 
Flood insurance study. — Rev. Nov. 5, 1997. — 1997. 
1 v. Shipping list no.: 98-0123-M. @ltem 0594-C-27 
GPO abridged cataloging. 
OCLC 38239528 


98-4991 FEM 1.209/27:310478 
Flood insurance study. — [1997] 
1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-27 
GPO abridged cataloging. 
OCLC 38239561 


98-4992 FEM 1.209/32:360856 
Flood insurance study. — Rev. July 16 , 1997. — 1997. 
1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-32 
GPO abridged cataloging. 
OCLC 38233166 


98-4993 FEM 1.209/32:361007 
Flood insurance study. — Rev. Oct. 2, 1997. — 1997. 
1 v. Shipping list no.: 98-0123-M. @lItem 0594-C-32 
GPO abridged cataloging. 
OCLC 38233156 


98-4994 FEM 1.209/38:420869/ETC/V.2 
Flood insurance study. — [1997] 
v. Shipping list no.: 97-0913-M. (v. 2). @lItem 0594-C-38 (MF) 
GPO abridged cataloging. 
OCLC 38251456 


98-4995 FEM 1.209/38:420869/ETCJV.5 
Flood insurance study. — [1997] 
v. Shipping list no.: 97-0913-M. (v. 5). @lItem 0594-C-38 (MF) 
GPO abridged cataloging. 
OCLC 38251456 


98-4996 FEM 1.209/43:480624/ETC /997-2/V 3-6 


Flood insurance study. — Rev. June 5, 1997. — 1997- 
v. Shipping list no.: 97-0619-M (v. 3), 97-0817-M (v. 4-6). 
@ltem 0594-C-43 (MF) GPO abridged cataloging. 
OCLC 38210754 


@ltem 0594-C-26 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 


98-4997 FT 1.1:995 
Annual report of the Federal Trade Commission for the fiscal year 
ended ... 
v. ; Shipping list no.: 97-0563-M. Issue: Sept. 30, 1995. 
@ltem 0533 (MF) S/N 018-000-00349-0 
OCLC 08972694 
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98-4998 FT 1.2:98001719 
Milk: does it measure up. — [1997] 
[42] p.: @ltem 0535 (online) 
OCLC 37363112 


GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


The first copy of a GAO report is free. Additional copies are $2 
each. Order multiple copies from GAO, P.O. Box 6015, Gaithersburg, 
MD 20877, accompanied by a check or money order made payable 
to the Superintendent of Documents. Orders for 100 or more copies 
mailed to a single address are discounted 25 percent. Single copies 
may be ordered by mail, or by calling (202) 275-6241, or FAX: 
(301) 258-4060. 


98-4999 
Annual report. 
v. : Shipping list no.: 97-0266-M. 
A (MF) 
OCLC 32190578 


GA 1.1/2:994 


Issue: 1994. @Item 0543- 


98-5000 GA 1.2:B 85/6 
Continuing professional education study. — [1994] 
26 p.; Shipping list no.: 98-0196-M. @ltem 0545 (MF) 
OCLC 38205070 


98-5001 GA 1.2:C 81 
Core financial system requirements. — [1995] 
61 p. :— (Federal financial management system requirements 
; FFMSR-1) Shipping list no.: 98-0196-M. @lItem 0545 (MF) 
OCLC 37873444 


98-5002 GA 1.2:F 49/7 
Framework for federal financial management systems. — [1995] 
vi, 83 p. : — (Federal financial management system requirements 
; FFMSR-0) Shipping list no.: 98-0196-M. @lItem 0545 (MF) 
OCLC 37873500 


98-5003 GA 1.2:IN 8/5 
Proceedings of Interagency Financial Management Education and 
Training Symposium, November 16, 17, and 18, 1994. —[1994?] 
28 p.: Shipping list no.: 98-0196-M. @Item 0545 (MF) 
OCLC 38204779 


98-5004 GA 1.2:IN 8/6 
Inventory system requirements. — [1995] 
53 p. :— (Federal financial management system requirements 
; FFMSR-7) Shipping list no.: 98-0196-M. @Item 0545 (MF) 
OCLC 37872864 


98-5005 GA 1.2:M 31/2 
Financial management systems overview for agency leaders. — [1995] 


11 p.: Shipping list no.: 98-0196-M. @lItem 0545 (MF) 
OCLC 38204995 


98-5006 GA 1.2:T 69 
Travel system requirements. —[1995, 1991] 
iii, 19 p. : — (Federal financial management system requirements 
; FFMSR-3) Shipping list no.: 98-0196-M. @Item 0545 (MF) 
OCLC 37872795 


98-5007 GA 1.2:T 69/2 
Improving travel management governmentwide. — [1995] 


48 p.; Shipping list no.: 98-0196-M. @ltem 0545 (MF) 
OCLC 38204882 
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SUPERINTENDENT OF DOCUMENTS 
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Washington, DC 20402 


Subject bibliography . . . available free upon request from the Supt. 
of Docs., U.S. Govt. Print. Off. Orders must include SB number. 


98-5008 GP 3.22/2:003/997 
Road construction and safety. 

v. ; (Subject bibliography ; (SB) 003) 
0305-P. Issue: June 24, 1997. 
(online) S/N 021-003-00706-3 

OCLC 29646963 


Shipping list no.: 97- 
@ltem 0552-A @lItem 0552-A 


98-5009 
Patents and trademarks. 
v. ; (Subject bibliography ; SB-021) 
P. Issue: June 16, 1997. 
OCLC 10775904 


GP 3.22/2:021/997 


Shipping list no.: 97-0299- 
@ltem 0552-A @lItem 0552-A (online) 


98-5010 
Water management. 
v. ; (Subject bibliography ; (SB) 050) 
0299-P. Issue: June 16, 1997. 
(online) S/N 021-050-00706-1 
OCLC 31850536 


GP 3.22/2:050/997 


Shipping list no.: 97- 
@ltem 0552-A @lItem 0552-A 


98-5011 
Health care. 
v. ; (Subject bibliography ; 


GP 3.22/2:119/997 


(SB) 119) Shipping list no.: 97- 
0306-P. Issue: June 25, 1997. @lItem 0552-A @JItem 0552-A 
(online) S/N 021-119-00706-1 

OCLC 30660042 


98-5012 GP 3.22/2:130/997 
Publicaciones en espanol =. 
v. ; (Subject bibliography ; (SB)130) Shipping list no.: 97-0305- 
P. Issue: June 24, 1997. @lItem 0552-A @lItem 0552-A (online) 
S/N 021-130-00706-5 
OCLC 10866088 


98-5013 
Federal government. 
v. ; (Subject bibliography ; (SB) 141) Shipping list no.: 97- 
0299-P. Issue: June 16, 1996. @Item 0552-A 0522-A @ltem 
0552-A (online) S/N 021-141-00706-7 
OCLC 10866263 


GP 3.22/2:141/997 


98-5014 
Census of business. 
v. ; (Subject bibliography ; (SB) 152) Shipping list no.: 97- 
0299-P. Issue: June 16, 1997. @lItem 0552-A 0522-A @ltem 
0552-A (online) S/N 021-152-00706-9 
OCLC 10888475 


98-5015 GP 3.22/2:213/997 
Occupational safety and health. 

v. ; (Subject bibliography ; (SB) 213) Shipping list no.: 97- 
0175-P. Issue: Feb. 24, 1997. @lItem 0552-A @ltem 0552-A 
(online) S/N 021-213-00702-5 

OCLC 11040913 


98-5016 
Pest and weed control. 
v. ; (Subject bibliography ; (SB) 227) Shipping list no.: 97- 
0306-P. Issue: June 25, 1997. @ltem 0552-A @lItem 0552-A 
(online) S/N 021-227-00706-9 
OCLC 31348175 


GP 3.22/2:152997 


GP 3.22/2:227/997 





98-5017 
Nutrition. 
v. ; (Subject bibliography ; 


GP 3.22/2:291/997 


(SB) 291) Shipping list no.: 97- 
0305-P. Issue: June 24, 1997. @lItem 0552-A @lItem 0552-A 
(online) S/N 021-291-00706-9 

OCLC 29924058 


GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


98-5018 GS 1.2:97032142 
Your right to federal records. [1996] 

@ltem 0559 (online) 

OCLC 38131556 


98-5019 GS 1.31:996 
GSA subcontracting directory. 
v. ; Shipping list no.: 97-0266-M. Issue: Winter-spring 1996. 
@ltem 0559-E-02 (MF) S/N 022-003-01185-4 
OCLC 19816956 


INFORMATION RESOURCES MANAGEMENT 
SERVICE 
General Services Administration 
Washington, DC 20405 


98-5020 GS 12.10/2:994 
Federal ADP and telecommunications standards index. 
v. ; (Document ; no. KMR-94-1-A) Shipping list no.: 97-0271- 
M. Issue: Apr. 1994. @lItem 0853-B (MF) S/N 722-008-00000- 
6 (paper copy) 
OCLC 27857224 


HEALTH AND HUMAN SERVICES 
DEPARTMENT 
Washington, DC 20201 


98-5021 HE 1.2:0R 3 
Organ & tissue donation. — [19977] 


1 folded sheet (8 p.) ; Shipping list no.: 98-0078-P. @lItem 
0445-E 
OCLC 38196038 


AGING ADMINISTRATION 
Washington, DC 20201 


98-5022 HE 1.1002:B 96/5 
The business & aging presentation packet. — [1993] 
40, [14] p. : Shipping list no.: 97-0752-M. @ltem 0447-A- 
01 (MF) 
OCLC 38239465 


98-5023 HE 1.1002:C 73/13 
Community eldercare awareness campaigns. — [1996?] 
1 v. (various pagings) : Shipping list no.: 97-0838-M. @Item 
0047-A-01 (MF) 
OCLC 38277268 


98-5024 HE 1.1002:G 76 


The Grandparent Support Project (formerly the ‘‘Kinship Foster Care 
Support Project’’). — [1996] 
1 v. (various pagings) : 
0447-A-01 (MF) 
OCLC 38293348 


Shipping list no.: 97-0961-M. @lItem 
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98-5025 HE 1.1002:H 62/8 
Health promotion and disease prevention. — [1994] 
13, [18] p. : Shipping list no.: 97-0838-M. 
O01 (MF) 
OCLC 38204342 


98-5026 HE 1.1002:M 31/5 
Managed care issues and themes. — [1996] 
ii, 15 p. ; Shipping list no.: 97-0781-M. 
(MF) 
OCLC 37839081 


98-5027 HE 1.1002:M 66/15 
Eldercare and minority aging training partnership. — [1994] 
260 p.: Shipping list no.: 97-0961-M. @ltem 0447-A-01 (MF) 
OCLC 38239695 
98-5028 HE 1.1002:P 38/5 
Pension rights counseling project. — [19967] 
1 v. (various pagings) : Shipping list no.: 97-0781-M. @ltem 
0447-A-01 (MF) 
OCLC 38277145 


98-5029 HE 1.1002:P 94/2/BRIEF 
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New legislation solves Section 8 crisis. — [1997] 
[4] p.: Shipping list no.: 98-0054-P. @ltem 0582 
OCLC 38174740 
98-5118 HH 1.2:D 63/51 
Limited denials of participation. — [1997] 
lv. @ltem 0582 (online) 
OCLC 38253536 


98-5119 HH 1.2:EX 7/5 


Expanding housing choices for HUD-assisted families. — [1996] 


[1], ii, 31 p. : Shipping list no.: 96-0272-P. @lItem 0582 
@ltem 0582 (online) 


OCLC 34917357 


98-5120 HH 1.2:IN 2/9 
Indian Housing Loan Guarantee Program. — [1997] 


1 folded sheet (6 p.) : Shipping list no.: 98-0092-P. 
0582 
OCLC 38228092 


98-5121 HH 1.2:N 73 


Nondiscrimination in public housing occupancy. — 1997. 


1 v. (various foliations) : Shipping list no.: 98-0005-S. 
0582 


OCLC 38045769 
98-5122 
HUD 2020. — [1997] 


[27] p.: Shipping list no.: 98-0074-P. @ltem 0582 
OCLC 38166519 


HH 1.2:R 25/2 
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Shipping list no.: 98-0060-P. @ltem 0499-G-01 S/ 


98-5123 HH 1.2:SU U/S/V.1-10 
A picture of subsidized households. — [1996] 
ll v. : Shipping list no.: 98-0197-M (vy. 1-10). Contents: v. 
1. New England — v. 2. New York & New Jersey — v. 3. 
Mid-Atlantic — v. 4. Southeast — v. 5. Midwest — v. 6. Southwest 


— v. 7. Great Plains — v. 8. Rocky Mountains — v. 9. Pacific 
— v.10. Northwest. @Item 0582 (MF) 


OCLC 38276864 


98-5124 HH 1.2-97034020 


Adherence to and compliance with arms control agreements. [1997?) 
@ltem 0582 (online) 
OCLC 38208112 


98-5125 HH 1.2:98003118 

A picture of subsidized households in the 1970s. [1997] 
@ltem 0582 (online) 
OCLC 38191052 


98-5126 HH 1.2:98004641 
Frost-protected shallow foundations. 

@ltem 0582 (online) 

OCLC 38245798 


98-5127 HH 1.6/3:H 75/18 
HUD homeownership training manual. — [19977] 
| v. (various paging) : Shipping list no.: 98-0026-P. @lItem 
0582-E 
OCLC 37903007 


98-5128 HH 1.6/3:SA W/2 


SNAP, Safe Neighborhood Action Plan. — [19977] 
78 p.: Shipping list no.: 98-0070-P. @lItem 0582-E 
OCLC 38142138 


98-5129 HH 1.6/3:97020357 


Labor standards administration and enforcement guidelines for HUD 
program participants. [19977] 
@ltem 0582-E (online) 
OCLC 38242563 


98-5130 HH 1.6/6:5500.1/997 
Mortgage backed securities guide 5500.1. — [1997- 


1 v. (looseleaf) : Shipping list no.: 98-0002-S. @Item 0582- 
E @ltem 0582-E (online) 


OCLC 38012910 


INTERIOR DEPARTMENT 
Washington, DC 20240 


98-5131 T 1.2:W 53/V.24994 
The impact of federal programs on wetlands. —[1994- 

v. : Shipping list no.: 97-0938-M (v. 2). Contents: v. 2. The 
Everglades, coastal Louisiana, Galveston Bay, Puerto Rico, Califor- 
nia’s Central Valley, western riparian areas, southeastern and west- 
em Alaska, the Delmarva Peninsula, North Carolina, northeastern 


New Jersey, Michigan, and Nebraska. @Item 0603 (MF) 
OCLC 38293374 


98-5132 I 1.84:P 69/5 


Plains Indian sign language. — [19797] 
1 folded sheet (6 p.) : Shipping list no.: 98-0024-P. @lItem 
0603-E 
OCLC 05397615 
98-5133 
Sandra Okuma. — [1997?] 


[4] p.: Shipping list no.: 98-0094-P. @lItem 0603-E 
OCLC 38238613 


1 1.84:SA 5 





98.5134 1 1.98:B 79/3/FINAL 
Brooks River area, Katmai National Park and Preserve, Alaska. — 
1996. 
xii, 576 p.: Shipping list no.: 98-0014-M. 
OCLC 38279703 
98-5135 I 1.98:C 17/S/DRAFT 


Forging a collaborative future. — [1996] 
xv, 278 p.: Shipping list no.: 98-0014-M. 
OCLC 38279639 


98-5136 


@ltem 0603-G (MF) 


@ltem 0603-G (MF) 


I 1.98:C 19/2/FINAL 
Final general management plan/environmental impact statement. — 
(1996] 
ix, 286 p.: Shipping list no.. 98-0014-M. @ltem 0603-G (MF) 
OCLC 38272320 
98-5137 11.98:C 35/VV.UDRAFT 
Challis Resource Area. — (1996] 
v. : Shipping list no.: 97-0938-M (v. 2), 97-0965-M (v. 3). 
Contents: v. 2. Alternatives. @lItem 0603-G (MF) 
OCLC 38092865 


98-5138 I 1.98:F 66/4 
Draft environmental impact statement. — [1997] 


) v. (various pagings) : Shipping list no.: 98-0100-M. @ltem 
0603-G (MF) 


OCLC 38279733 
98-5139 1 1.98:G 76/4/V.1/FINAL 


Final environmental impact statement and proposed resource manage- 
ment plan for the Grass Creek Planning Area in the Bighom Basin 
Resource Area, Worland District, Worland, Wyoming. —[1996) 

2 v.: Shipping list no.: 97-0938 (v. 1). @lItem 0603-G (MF) 
OCLC 37431144 

98-5140 1 1.98:G 79 J/2/GUIDE 

Guidebook for prescribed natural fire planning and implementation. 
— [1997] 

1 v. (various pagings) : 
0603-G 
OCLC 37510646 


98-5141 1 1.98:L 72/4 
Little Rock Mine project. — [1996] 
1 v. (various pagings) : Shipping list no.: 98-0100-M. @ltem 
0603-G (MF) 
OCLC 38279621 


98-5142 1 1.98:0W 9/5/V.1-3/DRAFT 
Draft, Owyhee resource management plan and draft environmental 
impact statement. — [1996] 


3 v.: Shipping list no.: 97-0938-M. @ltem 0603-G (MF) 
OCLC 38178030 


98-5143 1 1.98:P 36/2 
Peloncillo Mountains Wilderness management plan, environmental as- 
sessment, and decision record. — [1995] 
ii, 73 p.: Shipping list no.: 98-0014-M. @Item 0603-G (MF) 
OCLC 38293384 
98-5144 I 1.98:P 96 
Pueblo-Lone Mountain allotment. — [1995] 


1 v. (various pagings) : Shipping list no.: 97-0938-M. @ltem 
0603-G (MF) 
OCLC 38169339 


98-5145 1 1.98:R 47 
The Rio Grande corridor plan. — [1997] 


1 v. (various pagings) : Shipping list no.: 98-0014-M. @lItem 
0603-G (MF) 


OCLC 38279687 


Shipping list no.: 97-0327-P. @ltem 
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98-5146 I 1.98:T 79/DRAFT 
Draft environmental impact statement. — [1995] 


[xvi], 107 p. : Shipping list no.: 98-0014-M. 
(MF) 


OCLC 38279537 
98-5147 


@ltem 0603-G 


1 1.98:Y 8ADDEND. 
Yosemite Valley housing plan, Yosemite National Park, California. 
— [1996] 


ix, 134 p.: Shipping list no.: 98-0014-M. @ltem 0603-G (MF) 
OCLC 38271970 


GEOLOGICAL SURVEY 


Interior Dept. 
Reston, Va. 22092 


Topographic and earth science (thematic) maps of the United States, 
plus the planets and moons may be purchased from: Map Distribution, 
U.S. Geological Survey, Box 25286, Federal Center, Denver, CO 
80225. To order topographic maps give name and scale, e.g. Fairfax, 
VA, 1:24,000. To order earth science maps give series identification 
and number, e.g. GQ-851. A 50% discount is allowed for orders 
over $500, and a $1 postage and handling charge is applicable to 
orders less than $10. 


98-5148 
Deserts. — [1996] 
60 p.: Shipping list no.: 97-0133-P. @ltem 0621 
(online) 
OCLC 36473416 
98-5149 
Earthquakes. — [1994?] 


20 p.: Shipping list no.: 94-0355-P. @ltem 0621 
(online) S/N 024-001-03591-0 


OCLC 30930109 
98-5150 1 19.2:EA 7/28 
This dynamic earth. — [between 1994 and 1996] 


77 p.: @ltem 0621 @ltem 0621 (online) 
1 


1 19.2:D 45 


@ltem 0621 


I 19.2:EA 7/26/994 


@ltem 0621 


S/N 024-001-03601- 
OCLC 34427549 


98-5151 I 19.2:F 79 
Fossils, rocks, and time. — [19937] 
24 p.: Shipping list no.: 93-0539-P. @ltem 0621 
(online) S/N 024-001-03587-1 
OCLC 29047570 


98-5152 

Gold. [19967] 
@ltem 0621 (online) 
OCLC 38212292 


98-5153 I 19.2:G 56/3980 
Prospecting for gold in the United States. — 1980. 


19 p.: @Item 0621 @ltem 062! (online) 
OCLC 08486469 


98-5154 I 19.2:M 57 
Water-resources issues in the Mexican highlands subarea. — [1997] 
(8 p.]:— (Fact sheet ; 2) Shipping list no.: 98-0062-P. @ltem 
0621 
OCLC 38170022 


98-5155 1 19.2:R 11/7 
The geology of radon. — [1992] 
28, [1] p.: Shipping list no.: 92-0683-P. @ltem 0621 
0621 (online) S/N 024-001-03581-2 
OCLC 26988283 


@ltem 0621 


1 19.2:G 56/2996 


@ltem 


Page 47 





Geological Survey — Interior Dept. 


98-5156 
Volcanoes. [1992] 
45 p. Shipping list no.: 92-2250-M. 
@ltem 0621 (online) 
OCLC 27331379 


I 19.2:V 88/8/992 


@ltem 0621 (MF) 
S/N 024-001-03472-7 (paper copy) 


98-5157 I 19.2:V 88/10/997 
Volcanic and seismic hazards on the Island of Hawaii. 
1997. — 1997. 
48 p. Shipping list no.: 97-0340-P. 
(online) S/N 024-001-03582-1 
OCLC 37575898 


— Rev. 


@ltem 0621 @ltem 0621 


98-5158 1 19.2:V 88/995 
Volcanoes of the United States. — 1995. 
44 p.: @ltem 0621 (online) 
OCLC 33397619 


98-5159 I 19.3:2143 


The sedimentary carbonate-hosted giant Bayan Obo REE-Fe-Nb ore 
deposit of Inner Mongolia, China. — 1997. 
vi, 65 p. : — (U.S. Geological Survey bulletin 
list no.: 98-0038-P. @ltem 0620 
OCLC 33013289 


; 2143) Shipping 


98-5160 I 19,3:2144 
The chemical analysis of Argonne Premium Coal samples. — 1997. 
iv, 106 p. :— (U.S. Geological Survey bulletin ; 2144) Ship- 
ping list no.: 98-0012.P. @Item 0620 
OCLC 35325317 


98-5161 I 19.4/2:1133 
Contaminants in the Mississippi River, 1987-92. — [1996] 
xiii, 140 p. : — (U.S. Geological Survey circular ; 1133) 
0620-A @Item 0620-A (online) 
OCLC 34115226 


@litem 


98-5162 I 19.4/2:1136 
Nutrients in the nation’s waters. — 1996. 
24 p. :— (U.S. Geological Survey circular ; 1136) Shipping 
list no.: 97-0267-P. @lItem 0620-A @lItem 0620-A (online) 
OCLC 34473922 


98-5163 I 19.13:2356-A 
Ground-water quality assessment of the Carson River Basin, Nevada, 
and California. — {1997} 
viii, 93 p. :— (U.S. Geological Survey water-supply paper ; 
2356-A) Shipping list no.: 98-0023-P. @lItem 0625 
OCLC 36001383 


98-5164 1 19.13:2381-F 


Analysis of nonpoint-source ground-water contamination in relation 
to land use. — 71994 


v. 758 :— (U.S. Geological Survey water-supply paper ; 2381) 
Shipping list no.: 98-0026-P (ch. F). Contents: ch. F. Assessment 


of nonpoint-source contamination in central Florida / by E.R. Ger- 
man. @ltem 0625 


OCLC 28927819 


98-5165 1 19.13:2437 
A generalized estimate of ground-water-recharge rates in the Lower 
Peninsula of Michigan. — [1997] 
iv, 37 p.: — (U.S. Geological Survey water-supply paper ; 2437) 
Shipping list no.: 97-0367-P. @ltem 0625 
OCLC 31206849 
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98-5166 I 19.13:2449 

Ground-water flow, geochemistry, and effects of agricultural practices 
on nitrogen transport at study sites in the Piedmont and Coastal 
Plain physiographic provinces, Patuxent River Basin, Maryland. — 
1997. 

v, 72 p. :— (U.S. Geological Survey water-supply paper ; 2449) 
Shipping list no.: 97-0368-P. @lItem 0625 
OCLC 32347561 


98-5167 I 19.13:2450 
Water and salt balance of Great Salt Lake, Utah, and simulation 
of water and salt movement through the causeway. — 1997. 
vi, 64 p. :— (U.S. Geological Survey water-supply paper ; 2450) 
Shipping list no.: 98-0080-P. @ltem 0625 
OCLC 34546629 


98-5168 I 19.13:2458 
Simulation of the water-table altitude in the Biscayne Aquifer, southern 
Dade County, Florida, water years, 1945-89. — [1997] 
vill, 148 p. :— (U.S. Geological Survey water-supply paper 
; 2458) Shipping list no.: 98-0022-P. @lItem 0625 
OCLC 35955249 


98-5169 I 19.13:2476 
Effects of uranium-mining releases on ground-water quality in the 
Puerco River Basin, Arizona and New Mexico. — [1997] 
vi, 73 p.: — (U.S. Geological Survey water-supply paper ; 2476) 
Shipping list no.: 98-0032-P. @ltem 0625 
OCLC 34878844 


98-5170 I 19.14/2:97018629 


National Water-Quality Assessment (NAWQA). [19977] 
@ltem 0619-B (online) 
OCLC 38227958 


98-5171 I 19.16:1410-F 
Simulation of ground-water flow in southeastern coastal plain clastic 
aquifers in Georgia and adjacent parts of Alabama and South Caro- 
lina. — [1997] 
vii, 77 p. : — (U.S. Geological Survey professional paper ; 1410- 
F) Shipping list no.: 98-0010-S. @ltem 0624 
OCLC 26160244 


98-5172 I 19.16:1422-C 

Hydrogeologic terranes and potential yield of water to wells in the 
Valley and Ridge Physiographic Province in the eastern and south- 
eastern United States. — [1997] 

vi, 30 p. :— (Regional aquifer-system analysis—Appalachian 
Valley and Piedmont ; C) Shipping list no.: 98-0101-P. @lItem 
0624 

OCLC 36011658 


98-5173 I 19.16:1585 
Hydrology of the Bonneville Salt Flats, northwestern Utah, and simula- 
tion of gound-water flow and solute transport in the shallow-brine 
aquifer. — 1997. 
viii, 108 p. :— (U.S. Geological Survey professional paper ; 
1585) Shipping list no.: 98-0092-P. @ltem 0624 
OCLC 37513073 


98-5174 I 19.42:1140 
The Conterminous United States Mineral-Resource Assessment Pro- 
gram. — 1997. 
iv, 20 p.: — (U.S. Geological Survey circular ; 1140) 
list no.: 98-0038-P. @ltem 0620-A 
OCLC 37331537 


Shipping 





98-5175 I 19.42/4:95-4164 
Water resources of Indiana County, Pennsylvania. — 1997. 
ix, 105 p. :— (Water-resources investigations report ; 95-4164 


B) Shipping list no.: 98-0084-P. @lItem 0624-B 
OCLC 38178342 


98-5176 I 19.42/4:95-4211-C 
Fish communities of fixed sites in the Western Lake Michigan Drain- 
ages, Wisconsin and Michigan, 1993-95. — 1997. 
vi, 23 p. :— (Water-resources investigations report 
C) Shipping list no.: 98-0092-P. @ltem 0624-B 
OCLC 38250952 


> 95-421 1- 


98-5177 I 19.42/4:96-4099 
Loads and yields of nutrients and suspended sediment in the Susque- 
hanna River Basin, 1985-89. — 1997. 
vi, 17 p. :— (Water-resources investigations report ; 96-4048) 


Shipping list no.: 98-0086-P. @lItem 0624-B 
OCLC 38167952 


98-5178 I 19.42/4:96-4145 
Occurrence of the gasoline oxygenate MTBE and BTEX compounds 
in urban stormwater in the United States, 1991-95. — [19967] 
1 folded sheet (6 p.) :— (Water-resources investigations report 
; 96-4145) Shipping list no.: 96-0372-P. @ltem 0624-B @ltem 
0624-B (online) 
OCLC 35630812 


98-5179 I 19.42/4:96-4171 
Geohydrology of the Weldon Spring ordnance works, St. Charles 
County, Missouri. — 1996 [i.e. 1997] 
iv, 47 p. :— (Water-resources investigations report ; 96-4171) 
Shipping list no.: 98-0012-P. @lItem 0624-B 
OCLC 37824554 


98-5180 I 19.42/4:96-4229 


Delineation of areas contributing recharge to municipal wells in three 
selected confined-glacial aquifers in Erie County, New York. — 
1997. 

v, 40 p. :— (Water-resources investigations report : 96-4229) 
Shipping list no.: 98-0085-P. @lItem 0624-B 
OCLC 38163521 


98-5181 I 19.42/4:96-4280 
Distribution of fish, benthic invertebrate, and algal communities in 
relation to physical and chemical conditions, Yakima River basin, 
Washington, 1990. — 1997. 
viii, 94 p. :— (Water-resources investigations report ; 96-4280) 
Shipping list no.: 98-0063-P. @lItem 0624-B 
OCLC 38008598 


98-5182 I 19.42/4:97-4037 
Full equations utilities (FEQUTL) model for the approximation of 
hydraulic characteristics of open channels and control structures 
during unsteady flow. — [1997] 
v, 205 p. :— (Water-resources investigations report ; 97-4037) 
Shipping list no.: 98-0095-P. @ltem 0624-B 
OCLC 38277509 


98-5183 1 19.42/4:97-4046 


Modifications to a one-dimensional model of unsteady flow in the 
Colorado River through the Grand Canyon, Arizona. — 1997. 
iv, 17 p.::— (Water-resources investigations report ; 97-4046) 
Shipping list no.: 98-0060-P. @ltem 0624-B 
OCLC 38121909 
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98-5184 I 19.42/4:97-4059 
Nitrogen and phosphorus loading from drained wetlands adjacent to 
Upper Klamath and Agency Lakes, Oregon. — 1997. 
x, 67 p. :— (Water-Resources Investigations Report 
Shipping list no.: 98-0063-P. @ltem 0624-B 
OCLC 38072485 
98-5185 


; 97-4059) 


I 19.42/4:97-4074 
Bibliography of Regional Aquifer-System Analysis Program of the 
U.S. Geological Survey, 1978-96. — 1997. 
iv, 63 p. :— (U.S. Geological Survey water-resources investiga- 
tions report ; 97-4074) Shipping list no.: 98-0030-P. @ltem 0624- 
B 


OCLC 37937522 


98-5186 I 19.42/4:97-4088 
Hydrologic and water-quality conditions at Newberry Volcano and 
vicinity, Deschutes County, Oregon, 1991-95. — 1997. 
vii, 66 p. :— (Water-resources investigations report 
Shipping list no.: 98-0064-P. @ltem 0624-B 
OCLC 38044513 


98-5187 I 19.42/4:97-4098 
Determination of barometric efficiency and effective porosity, 
boreholes UE-25 c#1, UE-25 c#2, and UE-25 c#3, Yucca Mountain, 
Nye County, Nevada. — 1997. 
iv, 17 p. :— (Water-resources investigations report ; 
Shipping list no.: 98-0064-P. @ltem 0624-B 
OCLC 38235973 


98-5188 I 19.42/4:97-4107 
Water-quality assessment of part of the upper Mississippi River Basin, 
Minnesota and Wisconsin. — 1997. 
viii, 61 p. :— (Water-resources investigations report ; 97-4107) 
Shipping list no.: 98-0070-P. @lItem 0624-B 
OCLC 38244720 


98-5189 I 19.42/4:97-4108 
Sedimentation history of Lago Loiza, Puerto Rico, 1953-94. — 1997. 
v, 18 p. :— (Water-resources investigations report ; 97-4108) 
Shipping list no.: 98-0062-P. @lItem 0624-B 
OCLC 38156227 


98-5190 I 19.42/4:97-4123 
Hydrology and ground-water budgets of the Dayton Valley hydro- 
graphic area, west-central Nevada. — 1997. 
v, 89 p. :— (Water-resources investigations report 
Shipping list no.: 98-0008-P. @lItem 0624-B 
OCLC 37745814 


98-5191 I 19.42/4:97-4130 
Ground-water resources in the vicinity of Cortland, Trumbull County, 
Ohio. — 1997. 
iv, 20 p. :— (Water-resources investigations report 
Shipping list no.: 98-0062-P. @ltem 0624-B 
OCLC 38044481 


98-5192 I 19.42/4:97-4133 
Hydrogeologic framework and geochemistry of the Edwards Aquifer 
saline-water zone, south-central Texas. — 1997. 
vi, 47 p. :— (Water-resources investigations report 
Shipping list no.: 98-0062-P. @ltem 0624-B 
OCLC 38044376 


98-5193 1 19.42/4:97-4147 


Seismic investigation of the buried horst between the Jomada del 
Muerto and Mesilla ground-water basins near Las Cruces, Dona 
Ana County, New Mexico. — 1997. 

iv, 45 p. :— (Water-resources investigations report ; 97-4147) 
Shipping list no.: 98-0062-P. @ltem 0624-B 
OCLC 37972393 


; 97-4088) 


97-4098) 


; 97-4123) 


; 97-4130) 


; 97-4133) 
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98-5194 I 19.42/4:97-4152 
Spring contributions to water quality and nitrate loads in the Suwannee 
River during base flow in July 1995. — 1997. 
12 p. :— (Water-resources investigations report ; 
Shipping list no.: 98-0050-P. @lItem 0624-B 
OCLC 38057084 


98-5195 I 19.42/4:97-4160 
Regional water table (1996) and water-level changes in the Mojave 
River, the Morongo, and the Fort Irwin ground-water basins, San 
Bernardino County, California. — 1997. 
iv, 34 p. :— (Water-resources investigations report ; 
Shipping list no.: 98-0073-P. @ltem 0624-B 
OCLC 37568218 


98-5196 I 19.42/4:97-4177 
Estimated water withdrawals and use in New Hampshire, 1995. — 
1997. 
iii, 13 p. :— (Water-resources investigations report ; 97-4177) 
Shipping list no.: 98-0028-P. @Item 0624-B 
OCLC 37937544 


98-5197 I 19.42/4:97-4178 


Estimated water withdrawals and use in Vermont, 1995. — 1997. 
iii, 14 p. :— (Water-resources investigations report ; 97-4178) 
Shipping list no.: 98-0028-P. @ltem 0624-B 
OCLC 37937569 


98-5198 I 19.42/4:97-4181 
Hydrogeologic interpretations of natural-gamma logs for 31 shallow 
wells in the Memphis, Tennessee, area. — 1997. 
vi, 43 p. :— (Water-resources investigations report ; 
Shipping list no.: 98-0151-P. @Item 0624-B 
OCLC 38289655 


98-5199 I 19.42/4:97-4182 


Evaluation of bridge-scour data at selected sites in Ohio. — [1996] 
x, 84 p. :— (Water-resources investigations report ; 97-4182) 
Shipping list no.: 98-0081-P. @Item 0624-B 
OCLC 38153669 


98-5200 I 19.42/4:97-4183 


Stratigraphy of the unsaturated zone and the Snake River Plain aquifer 
at and near the Idaho National Engineering Laboratory, Idaho. — 
[1997] 

v, 65 p. :— (Water-resources investigations report ; 
Shipping list no.: 98-0070-P. @Item 0624-B 
OCLC 38037585 


98-5201 I 19.42/4:97-4192 


Trace elements and synthetic organic compounds in biota and stream- 
bed sediment of the Western Lake Michigan Drainages, 1992-1995. 
— 1997. 

viii, 34 p. :— (Water-resources investigations report ; 97-4192) 
Shipping list no.: 98-0093-P. @Item 0624B 
OCLC 38250880 


98-5202 I 19.42/4:97-4200 


Contamination of ground water at the Tucson Intemational Airport 
Area, Superfund Site, Tucson, Arizona. — 1997. 
vi, 51 p. :— (Water-resources investigations report ; 97-4200) 
Shipping list no.: 98-0060-P. @lItem 0624-B 
OCLC 38008569 


98-5203 I 19.42/4:97-4201 


External quality-assurance results for the National Atmospheric Deposi- 
tion Program/National Trends Network during 1994. — 1997. 
v, 42 p. :— (Water-resources investigations report ; 97-4201) 
Shipping list no.: 98-0062-P. @Item 0624-B 
OCLC 38131401 


97-4152) 


97-4160) 


97-4181) 


97-4183) 
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98-5204 I 19.42/4:97-4202 
Techniques for estimating peak-streamflow frequency for unregulated 
streams and streams regulated by small floodwater retarding struc- 
tures in Oklahoma. — 1997. 
iv, 39 p. :— (Water-resources investigations report ; 97-4202) 
Shipping list no.: 98-0085-P. @ltem 0624-B 
OCLC 38158026 


98-5205 I 19.42/4:97-4212 


Water-quality assessment of the Rio Grande Valley, Colorado, New 
Mexico, and Texas. — 1997. 
viii, 82 p. :— (Water-resources investigations report ; 97-4212) 
Shipping list no.: 98-0107-P. @lItem 0624-B 
OCLC 38283504 


98-5206 I 19.42/4:97-4215 


Water quality in the E.A. Patterson Lake Basin, North Dakota, June 
1995 through May 1996. — 1997. 
iii, 24 p. :— (Water-resources investigations report ; 97-4215) 
Shipping list no.: 98-0064-P. @ltem 0624-B 
OCLC 38073762 


98-5207 I 19.42/4:97-4219 


Estimation of peak-discharge frequency of urban streams in Jefferson 
County, Kentucky. — 1997. 
viii, 40 p. :— (Water-resources investigations report ; 97-4219) 
Shipping list no.: 98-0085-P. @ltem 0624-B 
OCLC 38073751 


98-5208 I 19.42/4:97-4223 


Trends in nutrient concentration and load for streams in the Mississippi 
River Basin, 1974-94. — 1997. 
iv, 62 p. :— (Water-resources investigations report ; 97-4223) 
Shipping list no.: 98-0094-P. @lItem 0624-B 
OCLC 38260883 


98-5209 I 19.42/4:97-4235 


Analysis of bottom sediment to estimate nonpoint-source phosphorus 
loads for 1981-96 in Hillsdale Lake, northeast Kansas. — 1997. 
vi, 55 p. :— (Water-resources investigations report ; 97-4235) 
Shipping list no.: 98-0086-P. @lItem 0624-B 
OCLC 38167827 


Unpublished open-file reports are available as paper reproduction cop- 
ies only at prices listed by the Open-File Services Section, Box 25425, 
Denver Federal Center, Denver, Colorado 80225 


98-5210 I 19.76:92-117 
Water resources activities of the USGS, 1992. — 1993. 
iv, 82 p. :— (U.S. Geological Survey open-file report ; 92- 
117) @lItem 0624-H (online) 
OCLC 34343447 


98-5211 I 19.76:92-129 
Hydro-climatic data network. [19977] 
@ltem 0624-H (online) 
OCLC 38213311 


98-5212 I 19.76:93-407 


Guidelines for the processing and quality assurance of benthic inverte- 
brate samples collecicd as part of the National Water-Quality As- 
sessment Program. — 1993. 

vi, 80 p. :— (U.S. Geological Survey open-file report ; 93- 
407) Shipping list no.: 94-0791-M. @lItem 0624-H (MF) @lItem 
0624-H (online) 

OCLC 31752254 


98-5213 I 19.76:94-70 


National Water-Quality Assessment Program. [1997?] 
@ltem 0624-H (online) 
OCLC 38228015 





98-5214 I 19.76:94-91 
Bibliography of publications from the Toxic Substances Hydrology 
Program, U.S. Geological Survey. — 1994. 


iv, 156 p. ;— (Open-file report / U.S. Geological Survey ; 
94-91) @ltem 0624-H (online) 
OCLC 32436148 


98-5215 
Yellowstone. — [1995] 
1 v.— (Open-file report ; 95-59) Shipping list no.: 97-0319- 
M. @lItem 0624-H (MF) GPO abridged cataloging. 
OCLC 38250873 


I 19.76:95-59 


98-5216 I 19.76:95-63 
Bristlecone pine frost ring and light-ring chronologies, from 569 B.C. 
to A.D. 1993, Colorado. — 1995. 
1 v.— (Open-file report ; 95-63) Shipping list no.: 97-0319- 
M. @ltem 0624-H (MF) GPO abridged cataloging. 
OCLC 38251482 


98-5217 I 19.76:95-67 
Scaling laws for natural disaster fatalities. — 1995. 
1 v.— (Open-file report ; 95-67) Shipping list no.: 97-0319- 
M. @lItem 0624-H (MF) GPO abridged cataloging. 
OCLC 38251621 


98-5218 
Yellowstone. — [1995] 
1 v.— (Open-file report ; 95-59) Shipping list no.: 97-0319- 
M. @lItem 0624H (MF) GPO abridged cataloging. 
OCLC 38250873 


I 19.76:95-70 


98-5219 I 19.76:95-75-J 


Economics and undiscovered conventional oil and gas accumulations 
in the 1995 National Assessment of U.S. oil and gas resources, 
Alaska. — [1996] 

1 v.— (U.S. Geological Survey open-file report ; 95-75 J) Ship- 
ping list no.: 97-0849-M. @lItem 0624-H (MF) GPO abridged 
cataloging. 

OCLC 38186484 


98-5220 I 19.76:95-75-L 
Estimates of inferred reserves for the 1995 USGS National Oil and 
Gas Resource Assessment. — [1997] 
1 v.— (U.S. Geological Survey open-file report ; 
Shipping list no.: 97-0849-M. @lItem 0624-H (MF) 
OCLC 38177965 


95-75 L) 


98-5221 I 19.76:95-79 
Methane in coastal sea water, sea ice, and bottom sediments, Beaufort 
Sea, Alaska. — 1995. 
1 v.— (Open-file report ; 95-70) Shipping list no.: 97-0319- 
M. @lItem 0624-H (MF) GPO abridged cataloging. 
OCLC 38251920 


98-5222 
Volcanic gas. — [1995] 
1 sheet :— (Volcano hazards fact sheet) Shipping list no.: 
97-0319-M. @lItem 0624-H (MF) GPO abridged cataloging. 
OCLC 38277402 


1 19.76:95-85 


98-5223 I 19.76:95-93 
Natural hydrocarbon gases in the Coast Range of southern Oregon. 
— 1995. 
1 v.— (Open-file report ; 95-93) Shipping list no.: 97-0319- 
M. @lItem 0624-H (MF) GPO abridged cataloging. 
OCLC 38186502 
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98-5224 I 19.76:95-135 

A technique for preliminary appraisal of potential and observed scour 
as applied to state-maintained highway bridges in Maryland. — 
1996. 

1 v.— (U.S. Geological Survey open-file report ; 95-135) Ship- 
ping list no.: 97-0849-M. @lItem 0624-H (MF) GPO abridged 
cataloging. 

OCLC 38186590 


98-5225 I 19.76:95-189 
Methods of analysis by the U.S. Geological Survey National Water 
Quality Laboratory. — 1995. 

1 v.— (U.S. Geological Survey open-file report ; 95-189) Ship- 
ping list no.: 97-0849-M. @lItem 0624-H (MF) GPO abridged 
cataloging. 

OCLC 38178015 


98-5226 I 19.76:95-280 
Physical and hydrologic properties of rock outcrop samples at Yucca 
Mountain, Nevada. — 1996. 

1 v.— (U.S. Geological Survey open-file report ; 95-289) Ship- 
ping list no.: 97-0849-M. @lItem 0624-H (MF) GPO abridged 
cataloging. 

OCLC 38192786 


98-5227 1 19.76:95-289 
Origins of secondary silica within Yucca Mountain, Nye County, 
southwestern Nevada. — 1996. 

1 v.— (U.S. Geological Survey open-file report ; 95-289) Ship- 
ping list no.: 97-0849-M. @Item 0624-H (MF) GPO abridged 
cataloging. 

OCLC 38192796 


98-5228 1 19.76:95-292 
Drainage areas of the Potomac River basin, West Virginia. — 1996. 
1 v.— (U.S. Geological Survey open-file report ; 95-292) Ship- 
ping list no.: 97-0849-M. @ltem 0624-H (MF) GPO abridged 
cataloging. 
OCLC 38192811 


98-5229 I 19.76:95-398 
Ground-water data-collection protocols and procedures for the National 
Water-Quality Assessment Program. — 1995. 

1 v.— (U.S. Geological Survey open-file report ; 95-398) Ship- 
ping list no.: 97-0345-M. @lItem 0624-H (MF) @lItem 0624-H 
(online) GPO abridged cataloging. 

OCLC 36570299 


98-5230 
MAPIT. — [1996] 
ii, 73 p. :— (Open-file report ; 
97-0809-M. @lItem 0624-H (MF) 
OCLC 38233160 


I 19.76:96-281 


96-281) Shipping list no.: 


98-5231 I 19.76:96-360 
Computer model of Raritan River Basin water-supply system in central 
New Jersey. — 1996. 

1 v.— (U.S. Geological Survey open-file report ; 96-360) Ship- 
ping list no.: 97-0816-M. @lItem 0624-H (MF) GPO abridged 
cataloging. 

OCLC 38169323 


98-5232 1 19.81:B 48/993/44106-B 7 
[Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
1 map on — sheets : Contents: 44106-B 7. Klondike Ranch. 
@ltem 0619-M-S0 
OCLC 38244553 
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98-5233 I 19.81:B 48/993/44106-C 7 
{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
1 map on — sheets : Contents: 44106-C 7. North Ridge. 
@ltem 0619-M-50 
OCLC 38244609 


98-5234 I 19.81:B 48/993/44106-E 8 
{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
| map on — sheets: Contents: 44106-E 8. Story. @lItem 0619- 
M-50 
OCLC 38244712 


98-5235 I 19.81:B 48/993/44107-A 1 
[Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
| map on — sheets : Contents: 44107-A 1. Hazelton Peak. 
@ltem 0619-M-50 
OCLC 38244802 


98-5236 I 19.81:B 48/993/44107-A 2—A 3 
{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
| map on — sheets : Contents: 44107-A 2. Onion Gulch — 
A 3. Old Maid Gulch. @lItem 0619-M-50 
OCLC 38244970 


98-5237 I 19.81:B 48/993/44107-B 1 
[Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
| map on — sheets: Contents: 44107-B 1. Powder River Pass. 
@ltem 0619-M-50 
OCLC 38245066 


98-5238 I 19.81:B 48/993/44107-B 3 
{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
1 map on — sheets : Contents: 44107-B 3. Brokenback Nar- 
rows. @ltem 0619-M-50 
OCLC 38245161 


98-5239 I 19.81:B 48/993/44107-D 2 
{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
| map on — sheets: Contents: 44107-D 2. Cloud Peak. @lItem 
0619-M-50 
OCLC 38245246 


98-5240 I 19.81:B 48/993/44107-D 4 
{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
1 map on — sheets : Contents: 44107-D 4. Spanish Point. 
@ltem 0619-M-50 
OCLC 38245313 


98-5241 I 19.81:B 48/993/44107-E 1 
{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
| map on — sheets : Contents: 44107-E 1. Little Goose Peak. 
@ltem 0619-M-50 
OCLC 38245438 


98-5242 I 19.81:B 48/993/44107-E 4—E 6 
{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
| map on — sheets : Contents: 44107-E 4. Shell Reservoir 


— E 5. Shell Falls — E 6. Black Mountain. @ltem 0619-M- 
50 


OCLC 38245556 
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98-5243 I 19.81:B 48/993/44107-F 1—F 2 
{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
1 map on — sheets : Contents: 44107-F 1. Beaver Creek Hills 
—F 2. Beckton. @lItem 0619-M-50 
OCLC 38245692 


98-5244 I 19.81:B 48/993/44107-F 6—F 8 
{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
1 map on — sheets: Contents: 44107-F 6. Hidden Tepee Creek 
— F 7. Leavitt Reservoir — F 8. Bear Creek Ranch. @lItem 
0619-M-50 
OCLC 38245813 


98-5245 I 19.81:B 48/993/44107-G 4—G 6 


{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
| map on — sheets : Contents: 44107-G 4. Skull Ridge — 
G 5. Burguess Junction — G 6. Ice Creek. @lItem 0619-M-50 
OCLC 38245922 


98-5246 I 19.81:B 48/993/44107-G 8 


{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
| map on — sheets : Contents: 44107-G 8. Medicine Wheel. 
@ltem 0619-M-50 
OCLC 38246060 


98-5247 I 19.81:B 48/993/44107-H 4 
{Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
1 map on — sheets : Contents: 44107-H 4. Columbus Peak. 
@ltem 0619-M-50 
OCLC 38246142 


98-5248 I 19.81:B 48/993/44107-H 6—H 7 
[Bighorn National Forest, Wyo. and other adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
| map on — sheets : Contents: 44107-H 6. Bull Elk Ridge 
—H7. Boyd Ridge. @Item 0619-M-50 
OCLC 38246010 


98-5249 I 19.81:B 48/993/44108-G 1 
{Bighorn National Forest, Wyo. and cther adjacent Forest Service 
areas], 1993. Map sheets rev. 1993- [1997- 
1 map on — sheets: Contents: 44108-G 1. Cottonwood Canyon. 
@ltem 0619-M-50 
OCLC 38246200 


98-5250 I 19.81:C 58/994/46114-C 4 

{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38188843 


Contents: 46114-C 4. Blodgett Mountain. 


98-5251 I 19.81:C 58/994/46114-C 6 
[Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas}. Map sheets rev. 1994- 
[1997- 
1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38188901 


Contents: 46114-C 6. Cedar Ridge. 





98-5252 I 19.81:C 58/994/46114-D 4 


[Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38206207 


98-5253 I 19.81:C 58/994/46114-E 6 


(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38188935 


98-5254 I 19.81:C 58/994/46114-E 8 


{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38208217 


98-5255 I 19.81:C 58/994/46114-F 7 
{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 
1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38189008 


98-5256 I 19.81:C 58/994/46115-B 4 

(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38189115 


98-5257 1 19.81:C 58/994/46115-B 5 

(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
0619-M-12 
OCLC 38208283 


98-5258 I 19.81:C 58/994/46115-C 2 

(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38189126 


98-5259 I 19.81:C 58/994/46115-C 3 

[Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38208331 


Contents: 46114-D 4. White Sand Lake. 


Contents: 46114-E 6. Rocky Point. 


Contents: 46114-E 8. Indian Postoffice. 


Contents: 46114-F 7. Rhodes Peak. 


Contents: 46115-B 4. Coolwater Mountain. 


Contents: 46115-B 5. Lowell. @ltem 


Contents: 46115-C 2. Greenside Butte. 


Contents: 46115-C 3. Huckleberry Butte. 
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98-5260 I 19.81:C 58/994/46115-C 5 


(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38208374 


Contents: 46115-C 5. Boundary Peak. 


98-5261 I 19.81:C 58/994/46115-C 7—C 8 


(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

i map on — sheets: Contents: 46115-C 7. Brown Creek Ridge 
—C 8. Weippe South. @ltem 0619-M-12 
OCLC 38205504 


98-5262 I 19.81:C 58/994/46115-D 1—D 4 


{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : Contents: 46115-D 1. Greyston Butte 
— D 2. Holly Creek — D 3. Liz Butte — D 4. Weitas Butte. 
@ltem 0619-M-12 

OCLC 38189171 


98-5263 I 19.81:C 58/994/46115-E 5 


(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
Butte. @lItem 0619-M-12 
OCLC 38190620 


Contents: 46115-F 8 [ie. E 5] Larch 


98-5264 I 19.81:C 58/994/46115-E 6 


{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38205794 


Contents: 46115-E 6. French Mountain. 


98-5265 I 19.81:C 58/994/46115-E 7 


{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

| map on — sheets : 
M-12 
OCLC 38190723 


Contents: 46115-E 7. Jaype. @ltem 0619- 


98-5266 1 19.81:C 58/994/46115-F 2 
(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 
1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38205844 


Contents: 46115-F 2. Lookout Peak. 
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98-5267 I 19.81:C 58/994/46115-F 4 


{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
@liem 0619-M-12 


OCLC 38205869 


98-5268 1 19.81:C 58/994/46115-F § 

(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
(1997- 

1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38192092 

98-5269 I 19.81:C 58/994/46115-F 6—F 7 

[Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas). Map sheets rev. 1994- 
[1997- 

| map on — sheets : Contents: 46115-F 6. Browns Rock — 


F 7. Headquarters. @lJtem 0619-M-12 
OCLC 38205745 


Contents: 46115-F 4. Pot Mountain. 


Contents: 46115-F 5. Clarke Mountain. 


98-5270 I 19.81:C 58/994/46115-F 8 
{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
\\99)- 
1 map on — sheets : 
tain, @ltem 0619-M-12 
OCLC 38192122 
98-S271 LA9.81:C S8M94/46115-G 1 
(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas). Map sheets rev. 1994- 
{1997- 
) map on — sheets : 
0619-M-12 


OCLC 38192224 
98-5272 I 19.81:C 58/994/46115-G 2—G 3 


Contents: 46115-F 8. John Lewis Moun- 


Contents: 46115-G 1. Osier Ridge. @ltem 


|Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 
1 map on — sheets : 
— G 3. Elizabeth Lake. 
OCLC 38205645 


Contents: 46115-G 2. Moose Mountain 
@ltem 0619-M-12 


98-5273 I 19.81:C 58/994/46115-G 6 

{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo Nationa) Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
{\991- 

1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38193100 


98-5274 TL 19.81:C S8994/46115-G 7 

(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas). Map sheets rev. 1994- 


[1997- 


\ map on — sheets : 
0619-M-12 


OCLC 38205901 
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Contents: 46115-G 6. Thompson Point. 


Contents: 46115-G 7. Bertha Hill. @ltem 


98-5275 I 19.81:C 58/994/46115-G 8 


{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 

1 map on — sheets : 
@ltem 06)9-M-12 
OCLC 38193173 


98-5276 1 19.81:C 58/994/46115-H 4 

(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
(1997- 


map on — sheets : 


1 
@ltem 0619-M-12 
OCLC 38193232 


98-5277 I 19.81:C 58/994/46115-H 5 

[Clearwater National Forest, Idaho, St. Joe Nationa] Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas). Map sheets rev. 1994- 
(1997- 

| map on — sheets . Contents. 46115-H 5. Mallard Peak. 
@ltem 0619-M-12 
OCLC 38205957 


98-5278 I 19.81:C 58/994/46115-H 6 
(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
11997- 
I map on — sheets : 
@lrem 0619-M-12 


OCLC 38193270 


98-5279 LASS SA994/46115-H 7 
(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 


and other adjacent Forest Service areas]. Map sheets rev. 1994- 
(1997- 
] map on — sheets : 
tains. @ltem 0619-M-12 
OCLC 38193294 
98-5280 1 19.81:C 58/994/46116-D 3 
[Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 


and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 


L map on — sheets « 
@jtem 0619-M-12 
OCLC 38193320 


98-5281 I 19.81:C 58/994/46116-E 1 

(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 
{1997- 


1 map on — sheets : 
0619-M-12 


OCLC 38193361 


98-5282 119.81:C 58/994/46116-E 3 
(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 


and other adjacent Forest Service areas]. Map sheets rev. 1994- 


(1997- 


1 map on — sheets : 
0619-M-12 


OCLC 38205992 


Contents: 46115-G 8. Township Butte. 


Contents: 46115-H 4. Pole Mountain. 


Contents: 46115-H 6. Buzzard Roost. 


Contents: 46115-H 7. Little Goat Moun- 


Contents: 46116-D 3, Orofino West. 


Contents: 46116-E 1. Grangemont. 


@litem 


Contents: 46116-E 3. Ahsahka. @Item 





98-5283 I 19.81:C 58/994/46116-F 2 


[Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 


and other adjacent Forest Service areas]. Map sheets rev, 1994 
[1997- 
1 map on — sheets : 
M-12 
OCLC 38206036 


Contents: 46116-F 2. Dent. @item 0619- 


98-5284 I 19.81:C 58/994/46116-F 3 
(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 


Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 


{\997- 
1 map on — sheets : 
@ltem 0619-M-12 
OCLC 38193460 


98-5285 1 19.81:C 58/994/46116-G 2 
[Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 


and other adjacent Forest Service areas). Map sheets rev. 1994- 
{1997- 


\ map on — sheets : Contents: 46116-G 2. Elk River. @ltem 


0619-M-12 


OCLC 38193493 


98-5286 


Contents: 46116-F 3. Aldermand Ridge. 


I 19.81:C 58/994/46116-G 4 

{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994 
[1997- 

1 map on — sheets : 
0619-M-12 
OCLC 38193522 


98-5287 1 19.81:C 58/994/46116-G 5 
{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 


Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 


{\997- 
1 map on — sheets : 
0619-M-12 
OCLC 38193553 


98-5288 1 19.81:C 58/994/46116-H 2 
[Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas). Map sheets rev. 1994- 
[1997- 
\ map on — sheets : Contents: 46116-H 2. Anthony Peak. 
@ltem 0619-M-12 
OCLC 38193609 
98-5289 I 19.81:C 58/994/46116-H 4 
{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994 
[1997- 
1 map on — sheets : 
0619-M-12 
OCLC 38206115 


98-5290 1 19.81:C 58/994/46116-H 6 
(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 


Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994 
{\997- 
1 map on — sheets : 
0619-M-12 
OCLC 38193647 


Contents: 46116-G 4. Bovill. @lItem 


Contents: 46116-G 5. Deary. @Item 


Contents: 46116-H 4. Abes Knob. @lItem 


Contents: 46116-H 6. Harvard. @Item 
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98-5291 I 19.81:C 58/994/46116-H 8 
{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 


and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 


| map on — sheets : 
0619-M-12 
OCLC 38208434 


98-5292 I 19.81:C 58/994/47116-A 5 
(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 


Perce Indian Reservation, Idaho, and Lolo Nationa) Forest, Montana, 
and other adjacent Forest Service areas]. Map sheets rev. 1994- 


{\997- 


1 map on — sheets : 
0619-M-12 
OCLC 38193680 


98-5293 1 19.81:C $8/994/47116-B 6 


(Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 
and other adjacent Forest Service areas}. Map sheets rev. 1994- 


[1997- 


1 map on — sheets : 
@ltem 0619-M-12 


OCLC 38193723 
98-5294 


Contents: 46116-H 8. Potlatch. @ltem 


Contents: 47116-A 5. Emida. @ltem 


Contents: 47116-B 6. Alder Creek Flats. 


I 19.81:C 58/994/47117-A I 
{Clearwater National Forest, Idaho, St. Joe National Forest, and Nez 
Perce Indian Reservation, Idaho, and Lolo National Forest, Montana, 


and other adjacent Forest Service areas]. Map sheets rev. 1994- 
[1997- 
1 map on — sheets : 
0619-M-12 
OCLC 38250689 


98-5295 1 19.81:C 72/2/45121-E 4 

{Columbia River Gorge National Scenic Area, Or. and Wash. ; Mount 
Hood Nationa) Forest, and other Forest Service areas), 1993-)994. 
Map sheets rev. 1994/95- 1995- 


1 map on — sheets : Contents: 45121-E 4. Ketchum Reservoir. 
@ltem 0619-M-37 @ltem 0619-M-47 


OCLC 38265337 
98-5296 I 19.81:F 61/994/47113-G 5 
{Flathead National Forest, Mont., Flathead Indian Reservation, and 


other Forest Service areas], 1994. Rev. 1994- [1997- 


| map on — sheets : Contents: 47113-G 5. String Creek. 
@ltem 0619-M-26 
OCLC 38195274 


98-5297 I 19.81:F 61/994/47113-H 5 


(Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas}, 1994. Rev. 1994- [1997- 
1 map on — sheets : Contents: 47113-H 5. Tin Creek. @ltem 
0619-M-26 
OCLC 38195361 


98-5298 1 19.81:F 61/994/48113-A 5—A 6 
[Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas}, 1994. Rev. 1994- [1997- 


1 map on — sheets : Contents: 48113-A 5. Circus Peak — 


A 6, Quintonkon, @ltem 0619-M-26 
OCLC 38194777 


98-5299 1 19.81:F 61/994/48113-C 5 


(Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas], 1994, Rev. 1994- (1997- 
1 map on — sheets : Contents: 48113-C 5. Essex. 
0619-M-26 
OCLC 38194840 


Contents: 47117-A 1. Farmington. @ltem 


@ltem 
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98-5300 I 19.81:F 61/994/48113-C 7 


(Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas], 1994. Rev. 1994- [1997- 
1 map on — sheets Contents: 48113-C 7. Mount Grant. 
@liem 06)9-M-26 
OCLC 38194969 


98-5301 I 19.81:F 61/994/48113-D 6—D 7 
(Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas], 1994. Rev. 1994- [1997- 
1 map on — sheets : Contents: 48113-D 6. Stanton Lake — 
D7. Nyack. @ltem 0619-M-26 
OCLC 38195151 


98-5302 I 19.81:F 61/994/48114-B 4 


{Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas], 1994. Rev. 1994- [1997- 
1 map on — sheets : Contents: 47113 [ie. 48114]-B 4. Blue 
Grass Ridge. @lItem 0619-M-26 
OCLC 38195700 


98-5303 I 19.81:F 61/994/48114-C 4 


[Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas], 1994. Rev. 1994- [1997- 
1 map on — sheets : Contents: 48114-C 4. Rhodes. 
0619-M-26 
OCLC 38195772 


98-5304 


@ltem 


I 19.81:F 61/994/48114-C 7 
{Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas], 1994. Rev. 1994- [1997- 
1 map on — sheets: Contents: 48114-C 7. Sylvia Lake. 
0619-M-26 
OCLC 38195806 


@ltem 


98-5305 I 19.81:F 61/994/48114-D 6 
[Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas], 1994. Rev. 1994- [1997- 
1 map on — sheets : Contents: 48114-D 6. Johnson Peak. 
@ltem 0619-M-26 
OCLC 38195854 


98-5306 I 19.81:F 61/994/48114-E 3 
[Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas}, 1994. Rev. 1994- [1997- 
1 map on — sheets : Contents: 48114-E 3. Skookoleel Creek. 
@item 0619-M-26 
OCLC 38195930 


98-5307 I 19.81:F 61/994/48114-E 6 
{Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas], 1994. Rev. 1994- [1997- 
| map on — sheets : Contents: 48114-E 6. Radnor. 
0619-M-26 
OCLC 38195971 


98-5308 I 19.81:F 61/994/48114-F 2—F 4 


[Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas], 1994. Rev. 1994- [1997- 
1 map on — sheets : Contents: 48114-F 2. Demers Ridge — 
F 3. Cyclone Lake — F 4. Moose Peak. @Item 0619-M-26 
OCLC 38195559 


98-5309 I 19.81:F 61/994/48114-G 3 
[Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas], 1994. Rev. 1994- [1997- 
1 map on — sheets : Contents: 48114-G 3. Polebridge. 
0619-M-26 
OCLC 38253762 


@ltem 


Oltem 
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98-5310 I 19.81:F 61/994/48114-H 4 


{Flathead National Forest, Mont., Flathead Indian Reservation, and 
other Forest Service areas], 1994. Rev. 1994- [1997- 
| map on — sheets : Contents: 48114-H 4. Trailcreek. @ltem 
0619-M-26 
OCLC 38253813 


98-5311 I 19.81:1N 8/994/36117-B 8 


{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
| map on — sheets : Contents: 36117-B 8. Haiwee Reservoirs. 
@ltem 0619-M-05 @lItem 0619-M-28 
OCLC 38178538 


98-5312 [ 19.81:IN 8/994/36118-C 2 


[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
| map on — sheets : Contents: 36118-C 2. Templeton Mtn. 
@ltem 0619-M-05 @Item 0619-M-28 
OCLC 38178641 


98-5313 1 19.81:IN 8/994/36118-D 3 


[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 36118-D 3. Johnson Peak. 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38178826 


98-5314 1 19.81:IN 8/994/36118-E 1 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 


1 map on — sheets: Contents: 36118-E 1. Lone Pine. @lItem 
0619-M-05 @Item 0619-M-28 


OCLC 38208808 


98-5315 1 19.81:IN 8/994/36118-E 3 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 36118-E 3. Mount Whitney. 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38178988 


98-5316 I 19.81:IN 8/994/36118-F 2 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 36118-F 2. Manzanar. @ltem 
0619-M-05 @lItem 0619-M-28 
OCLC 38179036 


98-5317 I 19.81:IN 8/994/36118-G 1 
[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets: Contents: 36118-G 1. Bee Springs Canyon. 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38179062 


98-5318 1 19.81:IN 8/994/36118-H 1 


[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 


| map on — sheets : Contents: 36118-H 1. Mazourka Peak. 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38208854 


98-5319 I 19.81:IN 8/994/36118-H 3 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 


| map on — sheets : Contents: 36118-H 3. Aberdeen. @ltem 
0619-M-0S5 @ltem 0619-M-28 
OCLC 38208880 





98-5320 I 19.81:1N 8/994/37117-B 8 


{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. (1997- 
1 map on — sheets : Contents: 37117-B 8. Joshua Flats, 
@ltem 0619-M-05 @liem 06)9-M-28 
OCLC 38265555 


98-5321 I 19.81:IN 8/994/37118-A 1 


{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-A 1. Waucoba Mtn. 
@ltem 0619-M-05 @Jtem 0619-M-28 
OCLC 38208921 


98-5322 I 19.81:IN 8/994/37118-B 1 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-B 1. Cowhom Valley. 
@ltem 0619-M-05 @lItem 0619-M-28 
OCLC 38209003 


98-5323 I 19.81:IN 8/994/37118-B 6 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets: Contents: 37118-B 6. Mt. Darwin. @ltem 
0619-M-05 @lItem 0619-M-28 
OCLC 38209042 


98-5324 1 19.81:IN 8/994/37118-C 1 


[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
| map on — sheets : Contents: 37118-C 1. Deep Springs Lake. 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38209069 


98-5325 1 19.81:IN 8/994/37118-C 2 
[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-C 2. Westgard Pass. 
@ltem 0619-M-05 @lItem 0619-M-28 
OCLC 38209113 


98-5326 1 19.81:IN 8/994/37118-C 4 


[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-C 4. Bishop. @ltem 
0619-M-05 @Item 0619-M-28 
OCLC 38209159 


98-5327 I 19.81:IN 8/994/37118-C 6 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 


1 map on — sheets: Contents: 37118-C 6. Mount Tom. @lItem 
0619-M-05 @ltem 0619-M-28 


OCLC 38209194 


98-5328 I 19.81:IN 8/994/37118-D 1 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-D 1. Crooked Creek. 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38214300 


98-5329 1 19.81:IN 8/994/37118-D 3—D 6 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-D 3. Laws — D 4. 


Fish Slough —D 5. Rovana — D 6. Mt. Morgan. @lItem 0619- 
M-05 @ltem 0619-M-28 
OCLC 38214356 
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98-5330 I 19.81:IN 8/994/37118-E 1—E 3 


[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-E 1. Crystal Crag — 
E 2. Mt. Barcroft — E 3. Chalfant Valley. @lItem 0619-M-05 
@ltem 0619-M-28 
OCLC 38214403 


98-5331 1 19.81:IN 8/994/37118-E 7—E 8 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-E 7. Convict Lake — 
E 8. Bloody Mtn. @ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38214601 


98-5332 I 19.81:1N 8/994/37118-F 1 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets: Contents: 37118-F 1. Dyer. @lItem 0619- 
M-05 @ltem 0619-M-28 
OCLC 38226376 


98-5333 1 19.81:1N 8/994/37118-F 3 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
| map on — sheets : Contents: 37118-F 3. White Mtn. Peak. 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38226461 


98-5334 1 19.81:IN 8/994/37118-F 5 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas}, 1994. [1997- 
| map on — sheets : Contents: 37118-F 5. Banner Ridge. 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38226514 


98-5335 I 19.81:IN 8/994/37118-F 8 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-F 8. Old Mammoth. 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38226708 


98-5336 I 19.81:IN 8/994/37118-G 1 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-G 1. East of Davis 
Mtn. @item 0619-M-05 @ltem 0619-M-28 
OCLC 38226776 


98-5337 I 19.81:IN 8/994/37118-G 2 
[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-G 2. Davis Mountain 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38226821 


98-5338 1 19.81:IN 8/994/37118-G 3—G 4 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-G 3. Boundary Peak 


—G4. Benton. @ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38226904 


98-5339 I 19.81:IN 8/994/37118-G 6—G 7 
[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-G 6. Glass Mountain 
— G 7. Dexter Canyon. @ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38226968 
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98-5340 I 19.81:IN 8/994/37118-H 6—H 8 
[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 37118-H 6. Indian Meadows 
— H 7. Cowtrack Mountain — H 8. Mono Mills. @ltem 0619- 
M-05 @lItem 0619-M-28 
OCLC 38227049 


98-5341 I 19.81:IN 8/994/38118-A 4 


[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 38118-A 4. Jacks Spring. 
@ltem 0619-M-05 @lItem 0619-M-28 
OCLC 38178129 


98-5342 I 19.81:IN 8/994/38118-A 5 


{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 38118-A 5. Huntoon Spring. 
@ltem 0619-M-05 @lItem 0619-M-28 
OCLC 38227175 


98-5343 I 19.81:IN 8/994/38118-A 6 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 38118-A 6. West of Huntoon 
Spring. @Item 0619-M-05 @ltem 0619-M-28 
OCLC 38178282 


98-5344 I 19.81:IN 8/994/38118-A 7 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 38118-A 7. Alameda Well. 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38178449 


98-5345 I 19.81:IN 8/994/38118-A 8 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 38118-A 8. Sulphur Pond. 
@ltem 0619-M-05 @ltem 0619-M-28 
OCLC 38227409 


98-5346 I 19.81:IN 8/994/38118-B 6 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets : Contents: 38118-B 6. Anchorite Hills. 
@ltem 0619-M-05 @lItem 0619-M-28 
OCLC 38265637 


98-5347 I 19.81:IN 8/994/38118-B 7 


[Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
1 map on — sheets: Contents: 38118-B 7. Cedar Hill. @lItem 
0619-M-05 @lItem 0619-M-28 
OCLC 38227606 


98-5348 I 19.81:IN 8/994/38119-A 1—A 3 
{Inyo National Forest, Calif. and Nevada, Toiyabe National Forest, 
Nevada and Calif., and other adjacent forest areas], 1994. [1997- 
| map on — sheets : Contents: 38118-A 1. Negit Island —A 
2. Lundy — A 3. Dunderberg Peak. @Item 0619-M-05 @ltem 
0619-M-28 
OCLC 38227772 


98-5349 I 19.81:L 28/995/46110-G 2 


{Lewis and Clark National Forest, Mont., and other Forest Service 
areas], 1995. Rev. 1995- [1996- 
1 map on — sheets : Contents: 46110-G 2. Browns Canyon. 
@ltem 0619-M-26 
OCLC 38253030 
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98-5350 I 19.81:L 28/995/46110-G 5 


{Lewis and Clark National Forest, Mont., and other Forest Service 
areas], 1995. Rev. 1995- [1996- 
1 map on — sheets: Contents: 46110-G 5. Sand Point. @lItem 
0619-M-26 
OCLC 38253128 


98-5351 I 19.81:L 28/995/46110-H 7—H 8 
{Lewis and Clark National Forest, Mont., and other Forest Service 
areas], 1995. Rev. 1995- [1996- 
1 map on — sheets : Contents: 46110-H 7. Belt Park Butte 
—H 8. Bubbling Springs. @Item 0619-M-26 
OCLC 38253292 


98-5352 I 19.81:L 28/995/47111-A 1 
{Lewis and Clark National Forest, Mont., and other Forest Service 
areas], 1995. Rev. 1995- [1996- 
1 map on — sheets: Contents: 47111-A 1. Blankenbaker Flats. 
@ltem 0619-M-26 
OCLC 38253447 


98-5353 1 19.81:L 28/995/47112-B 4 
{Lewis and Clark National Forest, Mont., and other Forest Service 
areas], 1995. Rev. 1995- [1996- 
1 map on — sheets : Contents: 47111-B 4. Blowout Mountain. 
@ltem 0619-M-26 
OCLC 38253545 


98-5354 1 19.81:L 28/995/47112-C 4 
{Lewis and Clark National Forest, Mont., and other Forest Service 
areas], 1995. Rev. 1995- [1996- 
1 map on — sheets: Contents: 47112-C 4. Bean Lake. @lItem 
0619-M-26 
OCLC 38253579 


98-5355 I 19.81:L 28/995/47112-E 5 
{Lewis and Clark National Forest, Mont., and other Forest Service 
areas}, 1995. Rev. 1995- [1996- 
1 map on — sheets: Contents: 47112-E 5. Barr Creek. @lItem 
0619-M-26 
OCLC 38253629 


98-5356 I 19.81:M 46/992/41106-D 1 
{Medicine Bow National Forest, Wyo.], 1992. Map sheets rev. 1992- 
[1996-] 
1 map on — sheets : 
0619-M-50 
OCLC 38252064 


98-5357 I 19.81:M 46/992/41106-E 2 
[Medicine Bow National Forest, Wyo.], 1992. Map sheets rev. 1992- 
[1996-] 
1 map on — sheets : 
0619-M-50 
OCLC 38251783 


98-5358 I 19.81:M 46/992/42105-C 3 
[Medicine Bow National Forest, Wyo.], 1992. Map sheets rev. 1992- 
[1996-] 
1 map on — sheets : 
0619-M-50 
OCLC 38251876 


98-5359 I 19.81:M 46/992/42105-E 6 
{Medicine Bow National Forest, Wyo.], 1992. Map sheets rev. 1992- 
[1996-] 
1 map on — sheets : 
@ltem 0619-M-50 
OCLC 38251940 


Contents: 41106-D 1. Strouss Hill. @Item 


Contents: 41106-E 2. Arlington. @Item 


Contents: 42105-C 3. Harris Park. @lItem 


Contents: 42105-E 6. Blue Nose Creek. 





98-5360 I 19.81:0C 3/992/43119-E 3—E 4 
[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : 
— E 4. Oakerman Lakes. 
OCLC 38175759 


98-5361 1 19.81:0C 3/992/43119-H 5 
[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets: Contents: 43119-H 5. Big Mowich Moun- 
tain. @ltem 0619-M-37 
OCLC 38175798 


98-5362 1 19.81:0C 3/992/44119-A 5—A 6 
{[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : Contents: 44119-A 5. Funny Butte — 
A 6. Suplee. @lItem 0619-M-37 
OCLC 38175904 


98-5363 I 19.81:0C 3/992/44119-B 6—B 7 
{[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : Contents: 44119-B 6. Powell Mtn. — 
B 7. Mud Spring. @lItem 0619-M-37 
OCLC 38175951 


98-5364 I 19.81:0C 3/992/44119-C 7 
{[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets: Contents: 44119-C 7. Six Comers. @Item 
0619-M-37 
OCLC 38175984 


98-5365 I 19.81:0C 3/992/44119-D 5 
{Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : Contents: 44119-D 5. Dayville. 
0619-M-37 
OCLC 38176057 


98-5366 I 19.81:0C 3/992/44119-D 8 
[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : Contents: 44119-D 8. Derr Meadows. 
@ltem 0619-M-37 
OCLC 38176100 


98-5367 I 19.81:0C 3/992/44120-A 5 
[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : 
@ltem 0619-M-37 
OCLC 38176161 


98-5368 1 19.81:0C 3/992/44120-B 1—B 2 
[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : Contents: 44120-B 1. Rabbit Valley — 
B 2. Committee Creek. @lItem 0619-M-37 
OCLC 38176199 


98-5369 I 19.81:0C 3/992/44120-B 4 
[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets: Contents: 44120-B 4. Post. @lItem 0619- 
M-37 
OCLC 38176246 


Contents: 43119-E 3. Sage Hen Hill 
@ltem 0619-M-37 


@ltem 


Contents: 44120-A 5. Conant Basin. 
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98-5370 1 19.81:0C 3/992/44120-C 7 
[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : Contents: 44120-C 7. Prineville. @ltem 
0619-M-37 
OCLC 38176283 


98-5371 I 19.81:0C 3/992/44120-D 4 
[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : 
@ltem 0619-M-37 
OCLC 38176306 


Contents: 44120-D 4. Whistler Point. 


98-5372 I 19.81:0C 3/992/44120-E 3 
{[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : Contents: 44120-E 3. Lawson Mountain. 
@ltem 0619-M-37 
OCLC 38176355 


98-5373 I 19.81:0C 3/992/44121-E 1 
{Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets: Contents: 44121-E 1. Buck Butte. @lItem 
0619-M-37 
OCLC 38176470 


98-5374 I 19.81:0C 3/992/44121-E 3 
{[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : Contents: 44121-E 3. Round Butte Dam. 
@ltem 0619-M-37 
OCLC 38176651 


98-5375 I 19.81:0C 3/992/44121-F 2 
[Ochoco National Forest, Or. and other adjacent forest areas], 1992. 
Map sheets rev. 1992- [1996- 
1 map on — sheets : 
@ltem 0619-M-37 
OCLC 38176705 


Contents: 44121-F 2. Madras West. 


98-5376 I 19.81:SH 8/991/42108-E 6 


[Shoshone National Forest, Wyo., Yellowstone National Park, Teton 
National Forest, Bridger National Forest, and other adjacent Forest 
Service areas], 1991. Map sheets rev. 1991- [1997- 

1 map on — sheets : Contents: 42108-E 6. Miners Delight. 
@ltem 0619-M-50 
OCLC 38264579 


98-5377 I 19.81:SH 8/991/42109-F 1 


[Shoshone National Forest, Wyo., Yellowstone National Park, Teton 
National Forest, Bridger National Forest, and other adjacent Forest 
Service areas], 1991. Map sheets rev. 1991- [1997- 

1 map on — sheets: Contents: 42109-F 1. Sweetwater Needles. 
@ltem 0619-M-50 
OCLC 38264623 


98-5378 I 19.81:SH 8/991/42109-G 1—G 3 


[Shoshone National Forest, Wyo., Yellowstone National Park, Teton 
National Forest, Bridger National Forest, and other adjacent Forest 
Service areas], 1991. Map sheets rev. 1991- [1997- 

1 map on — sheets : Contents: 42109-G 1. Dickinson Park 
—G 2. Lizard Head Park —G 3. Mount Bonneville. @lItem 0619- 
M-50 

OCLC 38264707 
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98-5379 I 19.81:SH 8/991/42109-H 4 


[Shoshone National Forest, Wyo., Yellowstone National Park, Teton 
National Forest, Bridger National Forest, and other adjacent Forest 
Service areas], 1991. Map sheets rev. 1991- [1997- 

| map on — sheets : Contents: 42109-H 4. Halls Mountain. 
@ltem 0619-M-50 
OCLC 38264753 


98-5380 I 19.81:SH 8/991/43109-C 7 
[Shoshone National Forest, Wyo., Yellowstone National Park, Teton 
National Forest, Bridger National Forest, and other adjacent Forest 
Service areas], 1991. Map sheets rev. 1991- [1997- 
1 map on — sheets : Contents: 43109-C 7. Green River Lakes. 
@ltem 0619-M-50 
OCLC 38264785 


98-5381 I 19.81:SH 8/991/43109-F 5 
{Shoshone National Forest, Wyo., Yellowstone National Park, Teton 
National Forest, Bridger National Forest, and other adjacent Forest 
Service areas], 1991. Map sheets rev. 1991- [1997- 
1 map on — sheets: Contents: 43109-F 5. Indian Point. @lItem 
0619-M-50 
OCLC 38264846 


98-5382 I 19.81:SH 8/991/43109-G 3 
[Shoshone National Forest, Wyo., Yellowstone National Park, Teton 
National Forest, and other adjacent Forest Service areas], 1991. 
Map sheets rev. 1991- [1997- 
1 map on — sheets : 
@ltem 0619-M-50 
OCLC 38264904 


Contents: 43109-G 3. Dunrud Peak. 


98-5383 I 19.81:SH 8/991/43109-H 3 
{Shoshone National Forest, Wyo., Yellowstone National Park, Teton 
National Forest, and other adjacent Forest Service areas], 1991. 
Map sheets rev. 1991- [1997- 
1 map on — sheets : 
@ltem 0619-M-50 
OCLC 38264946 


Contents: 43109-H 3. Francs Peak. 


98-5384 I 19.81:SH 8/991/43109-H 5 
[Shoshone National Forest, Wyo., Yellowstone National Park, Teton 
National Forest, and other adjacent Forest Service areas], 1991. 
Map sheets rev. 1991- [1997- 
1 map on — sheets : 
@ltem 0619-M-50 
OCLC 38265163 


Contents: 43109-H 5. Emerald Lake. 


98-5385 I 19.81:SH 8/991/43109-H 6 
[Shoshone National Forest, Wyo., Yellowstone National Park, Teton 
National Forest, and other adjacent Forest Service areas], 1991. 
Map sheets rev. 1991- [1997- 
1 map on — sheets: Contents: 43109-H 6. Hardluck Mountain. 
@ltem 0619-M-50 
OCLC 38264986 


98-5386 I 19.81:31091-E 8-TF-024/995 
Walters quadrangle, Louisiana—Catahoula Parish, 1995. Imagery taken 
1995. [1997] 
1 map: @ltem 0619-M-18 
OCLC 38252491 


98-5387 I 19.81:32091-D 2-TF-024/995 
Tallulah quadrangle, Louisiana—Madison Parish, 1994. Imagery taken 
1995. [1997] 
I map: @ltem 0619-M-18 
OCLC 38252308 
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98-5388 I 19.81:32091-E 8-TF-024/996 
Walters quadrangle, Louisiana—Catahoula Parish, 1995. Rev. 1996. 
C 
ae : @lItem 0619-M-18 
OCLC 38252491 
98-5389 I 19.81:39078-G 1-TF-024/997 
Big Cove Tannery quadrangle, Pennsylvania, 1994. Rev. 1997. 1997. 


I map: @Item 0619-M-38 
OCLC 38252808 


98-5390 I 19.88:GQ-1734 
Geologic map of the Falls Church quadrangle, Fairfax and Arlington 
counties and the City of Falls Church, Virginia, and Montgomery 
County, Maryland. 1997. 
1 map : (Geologic quadrangle map ; 
G-05 
OCLC 38178347 
98-5391 I 19.88:GQ-1771 
Surficial geologic map of the Old Mystic quadrangle, New London 
County, Connecticut. 1997. 
1 map : (Geologic quadrangle map ; 
0619-G-05 
OCLC 37726641 


98-5392 I 19.91:1-2440 


Breccia-pipe and geologic map of the northeastern part of the Hualapai 
Indian Reservation and vicinity, Arizona. 1997. 

2 maps on 2 sheets : (Miscellaneous investigations series ; map 
I-2440) Shipping list no.: 98-0100-P. Contents: Map A. Breccia- 
pipe and geologic map — Map. B. Breccia-pipe location map. 
@ltem 0619-G-08 

OCLC 38269771 
98-5393 1 19.91:1-2541 
Interpretive map and guide to the volcanic geology of Chiricahua 
National Monument and vicinity, Cochise County, Arizona. 1997. 
1 map : (Miscellaneous investigations series map ; I1-2541) Ship- 
ping list no.: 98-0064-P. @ltem 0619-G-08 
OCLC 38191590 
98-5394 I 19.91:1-2548 
Geologic map of the Harrison 1° x 2° quadrangle, Missouri and 
Arkansas. 1997. 

1 map : (Miscellaneous investigations series ; 

@ltem 0619-G-08 
OCLC 38278287 


98-5395 I 19.91:1-2567 
Geologic map of Precambrian rocks along part of the Hartville Uplift, 
Guernsey and Casebier Hill quadrangles, Platte and Goshen counties, 
Wyoming. 1997. 
| map : (Miscellaneous investigations series ; map I-2567) Ship- 
ping list no.: 98-0063-P. @lItem 0619-G-08 
OCLC 38186736 


98-5396 I 19.102/24:M 69 1/972/PL 
State of Mississippi. Ed. of 1972. 1972. 
| map: @Item 0619-H-24 
OCLC 38291953 
98-5397 I 19.102/35:0H 3/971/PL 
State of Ohio. 1971. 1971. 
| map: @Item 0619-H-35 
OCLC 38292069 
98-5398 I 19.106:46086-C 5-PF-062/996 


Pictured Rocks National Lakeshore. [1997] 
I map: @Item 0619-G-21 
OCLC 38293006 


GQ-1734) @lItem 0619- 


map GQ-1771) @ltem 


map 1-2548) 





98-5399 I 19.108:37101-H 7-CM-100/997 


{Hamilton County, Kansas], 1997. 1997. 
1 map : (County map series (topographic)) 
OCLC 38292744 


98-5400 I 19.120:L 23/CD 
Landsat MSS data catalog. [1996] 
1 computer laser optical disc ; 
@ltem 0621-J 
OCLC 36312630 


98-5401 I 19.127:009-97 
Hydrogeology of four Sault Ste. Marie tribal communities in the Upper 
Peninsula of Michigan. — [19977] 
[4] p. :— (Fact sheet ; FS-009-97) 
P. @ltem 0621-L 
OCLC 38009367 


98-5402 I 19.127:024-96 
U.S. Geological Survey, programs in Mississippi. — [19977] 
[4] p. :— (U.S. Geological Survey fact sheet ; FS-024-96) 
Shipping list no.: 98-0080-P. @ltem 0621-L 
OCLC 38072490 


98-5403 I 19.127:78-97 
World Wide Web access to publications and data for the Apalachicola- 
Chattahoochee-Flint River Basin, Georgia, Florida, and Alabama, 
1992-95. — [1997]. 
{4] p. :— (USGS fact sheet ; 
0020-P. @ltem 0621-L 
OCLC 38009343 


98-5404 I 19.127:092-96 
Nitrate in the ground waters of the United States. [19977] 
(Fact sheet ; FS-092-96) @ltem 0621-L (online) 
OCLC 38213971 


98-5405 I 19.127:112-95/997 


Debris-flow hazards in the San Francisco Bay region. —[199S, rev. 
and abridged Nov. 1997]. — 1997. 
1 sheet.— (Fact Sheet ; 112-95) Shipping list no.: 98-0070- 
P. @ltem 0621-L GPO abridged cataloging. 
OCLC 38165744 


98-5406 I 19.127:122-97 


Effects of water quality and habitat on composition of fish commu- 
nities in the Upper Colorado River Basin. — [1997] 
1 folded sheet [6] p. :— (National water-quality assessment) 
Shipping list no.: 98-0062-P. @lItem 0621-L 
OCLC 38154527 


98-5407 I 19.127:146-97 


Monitoring earthquakes across the United States. — 1997. 
4 p. :— (Fact sheet ; FS-146-97) Shipping list no.: 98-0048- 
P. @ltem 0621-L 
OCLC 38171236 


98-5408 I 19.127:147-97 
Randon in ground water in Guilford County, North Carolina. — 
[1997] 
[4] p. :— (Fact sheet ; FS-147-97) 
P. @ltem 0621-L 
OCLC 38172410 


98-5409 I 19.127:154-97 
Studies of suction dredge gold-placer mining operations along the 
Fortymile River, eastern Alaska. — [1997] 
| sheet. — (Fact sheet ; FS-154-97) Shipping list no.: 98-0053- 
P. @ltem 0621-L GPO abridged cataloging. 
OCLC 38164194 


@ltem 0619-P-16 


Shipping list no.: 97-0021-E. 


Shipping list no.: 98-0028- 


78-97) Shipping list no.: 98- 


Shipping list no.: 98-0086- 
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98-5410 I 19.127:155-97 
Placer gold mining in Alaska— cooperative studies on the effect 
of suction dredge operations on the Fortymile River. — [1997] 
4 p. :— (Fact sheet ; FS-155-97) Shipping list no.: 98-0062- 
P. @ltem 0621-L 
OCLC 38170460 


98-5411 I 19.127:156-97 
Increased use of Cheney Reservoir for Wichita area water supply 
benefits Equus Beds aquifer. — [1997]. 
[2] p. :— (Fact sheet ; FS-156-97) 
P. @ltem 0621-L 
OCLC 38009353 


98-5412 I 19.127:157-97 
Discharge measurement in tidally affected channels during a hydro- 
graphic estuarine survey of Sabine Lake, Texas. — [1997] 
6 p. :— (Fact sheet ; FS-157-97) Shipping list no.: 98-0083- 
P. @ltem 0621-L 
OCLC 38154384 


Shipping list no.: 98-0026- 


INDIAN AFFAIRS BUREAU 
Interior Dept. 
Washington, DC 20240 
98-5413 I 20.2:ED 8/15 
SIPI educational talent search. — [19977] 
1 folded sheet (6 p.) : Shipping list no.: 98-0085-P. @ltem 
0627 
OCLC 38157923 


RECLAMATION BUREAU 
Interior Dept. 
Washington, DC 20240 


98-5414 I 27.2:W 29/45 
Written in water. — [19967] 
23 p.: Shipping list no.: 97-0110-P. @ltem 0660 @ltem 0660 
(online) 
OCLC 36346277 


98-5415 I 27.54:C 16/V.2 
Canal systems automation manual. — Ist ed. — 1995- 
v. : Shipping list no.: 97-0943-M (v. 2). Contents: v. 2. [No 
special title] / D.C. Rogers ... [et al.]. @Item 0664-B (MF) 
OCLC 38279835 


98-5416 I 27.79:95-11/V.2/APP.A 
Modeling winter storms over Arizona. — [1995- 
v. : Shipping list no.: 97-0386-M (v. 2, App. A). Contents: 
v. 2, Appendix A. Users guide for the Arizona airflow and micro- 
physics model. @lItem 0664-B-01 (MF) 
OCLC 38282012 


98-5417 I 27.79:95-13 


Laboratory and field evaluations of acoustic velocity meters at Davis 
and Parker Dams. — [1995] 
1 v. Shipping list no.: 97-0788-M. @lItem 0664-B-01 (MF) 
GPO abridged cataloging. 
OCLC 38241742 


MINES BUREAU 
Interior Dept. 
Washington, DC 20241 
98-5418 1 28.2:C 88/2 
Crystalline silica primer. — [19927] 
iv, 49 p. :— (Special publication) @ltem 0637 @lItem 0637 


(online) 
OCLC 25873787 
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98-5419 I 28.27:9432 

Mechanical excavation systems. — 1995- 

v. :— (Information circular ; 9432) 

M (pt. 3). 
A (MF) 

OCLC 38233778 


Shipping list no.: 97-0942- 
Contents: 3. Environmental applications. @lItem 0637- 


98-5420 I 28.27:9434 
Evaluation of several natural gamma radiation systems - 
study. — 1995. 
iii, 48 p. :— (Information circular ; 
97-0942-M. @Item 0637-A (MF) 
OCLC 38233804 


a preliminary 


9434) Shipping list no.: 


98-5421 I 28.27:9435 


Factors related to laboratory production and evaluation of berlinite 
crystal. — 1995. 
17 p. :— (Information circular ; 
0942-M. @lItem 0637-A (MF) 
OCLC 38159221 


9435) Shipping list no.: 97- 


98-5422 I 28.27:9437 
Evaluation of the DOS1600 personal dosimeter. — 1995. 
12 p. :— (Information circular ; 9437) Shipping list no.: 97- 
0942-M. @lItem 0637-A (MF) 
OCLC 38233719 


98-5423 I 28.27:9438 
A review of job analysis methods. — 1995. 
8 p.: Shipping list no.: 97-0942-M. @ltem 0637-A (MF) 
OCLC 38233706 


98-5424 I 28.27:9441 


Installation and safety practices for cable bolts in underground mines. 
— 1996. 


11 p. : Shipping list no.: 97-0942-M. @ltem 0637-A (MF) 
OCLC 38233689 


98-5425 I 28.27:9442 
Cryogenics demonstrations. — 1996. 
19 p. :— (Information circular ; 
0942-M. @ltem 0637-A (MF) 
OCLC 38159252 


9442) Shipping list no.: 97- 


98-5426 I 28.27:9445 
Selected mineral deposits and their role as research locations for inno- 
vative mining techniques. — 1996. 
ii, 25 p. :— (Information circular ; 9445) Shipping list no.: 
97-0942-M. @ltem 0637-A (MF) 
OCLC 38233636 


98-5427 I 28.151:14-95 
An overview of production of specific U.S. gemstones. — 1995. 

41 p. :— (Special publication ; 14-95) Shipping list no.: 96- 
0074-P. @ltem 0638-E @ltem 0638-E (online) S/N 024-004- 
02429-1 

OCLC 32892234 


98-5428 1 28.156:C 43/2 
The light metals industry of China. — [1994] 
45 p. :— (Mineral issues) Shipping list no: 97-0942-M. 
@ltem 0639-D (MF) 
OCLC 38159294 
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NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20013-7127 


98-5429 I 29.2:AF 2 
Affordable housing through historic preservation. — [1997?] 
viii, 110 p.: Shipping list no.: 98-0099-P. @lItem 0648 
OCLC 38250831 


98-5430 I 29.2:C 16/4 
Canyonlands National Park. — [19977] 
12 p.: Shipping list no.: 98-0053-P. @ltem 0648 
OCLC 38205680 


98-5431 I 29.2:C 49/6 
Study of Civil War sites in the Shenandoah Valley of Virginia. — 
1992. 
ix, 177 p., 41 leaves of plates : 
(online) 
OCLC 35159367 


98-5432 1 29.2:G 76/18/997 
Would you like to work in Grand Teton? — [19977] 


1 folded sheet (6 p.) : Shipping list no.: 98-0085-P. @Item 
0648 


OCLC 38157898 


98-5433 I 29.2:P 18/7 
Papers of the second Palo Alto Conference. — 1997. 
xi, 137 p.: Shipping list no.: 97-0160-P. @ltem 0648 
OCLC 36569533 


98-5434 1 29.2:SA 5 F/11 
Final, general management plan, environmental impact statement. — 
[1997] 
iii, 92 p. : Shipping list no.: 98-0040-P. @lItem 0651-B-05 
OCLC 38169190 
98-5435 I 29.2:T 48/2 
Timber Creek Campground regulations. — [1997] 
1 sheet. Shipping list no.: 98-0092-P. @lItem 0648 GPO 
abridged cataloging. 
OCLC 38253192 
98-5436 I 29.6/6:SA 1 
Sagamore Hill National Historic Site, New York. — [1997] 


1 sheet: Shipping list no.: 97-0358-P. @lItem 0651-B-04 
OCLC 37656253 


@ltem 0648 @ltem 0648 


98-5437 I 29.9/2:ED 8 
Educator’s guide. — [19977] 
20 p.: Shipping list no.: 98-0080-P. 
OCLC 38175314 


98-5438 I 29.9/2:M 97/2 
Museum handbook. Part I, Museum collections. — Rev. Sept. 1990. — 
1990 [i.e. 1991]- 
1 v. (loose-leaf) : Shipping list no.: 91-386-P. @lItem 0648- 
A @lItem 0648-A (online) S/N 024-005-01078-5 
OCLC 23845298 


98-5439 I 29.9/2:98004624 


Streetscape manual. [19987] 
@liem 0648-A (online) 
OCLC 38241775 


98-5440 


Stones River. — [19967] 
1 sheet: Shipping list no.: 97-0331-P. @lItem 0650 
OCLC 37548662 


@ltem 0648-A 


I 29.21:ST 7/3/996 





98-5441 I 29.42/4:97-4146 
Nitrate in ground water and stream base flow in the lower Susquehanna 
River Basin, Pennsylvania and Maryland. — 1997. 
x, 66 p. :— (Water-resources investigations report ; 
Shipping list no.: 98-0083-P. @lItem 0624-B 
OCLC 38167937 


98-5442 


97-4146) 


I 29.79/3:D 33 


Dayton Aviation Heritage National Historical Park, Ohio. — [1997] 
fin, 112 pe: 
5 


Shipping list no.: 98-0102-P. @lItem 0651-B- 
0 
OCLC 38284784 


98-5443 I 29.79/3:ST 5 C/DRAFT 
Draft general management plan, environmental assessment. — [1997] 
xii, 184 p.: Shipping list no.: 98-0076-P. @lItem 0648 
OCLC 38205556 


98-5444 I 29.84:41 
The seismic retrofit of historic buildings. — [1997] 
16 p. :— (Preservation briefs ; 41) Shipping list no.: 98-0085- 
P. @ltem 0646-J 
OCLC 38163422 


98-5445 1 29.86/3:7 
Holocene archeology near Squaw Butte, Canyonlands National Park, 
Utah. — [1995] 
1 v. (various pagings) :— (Selections from the Division of 
Cultural Resources, Rocky Mountain Region, National Park Service 
; no. 7) Shipping list no.: 97-0942-M. @lItem 0646-N-03 (MF) 
OCLC 38159343 
98-5446 I 29.86/4:13 
Cultural landscape report, Adams National Historic Site, Quincy, Mas- 
sachusetts. — [1997] 


viii, 76 p. :— (Cultural landscape publication ; 
ping list no.: 98-0101-P. @lItem 0646-N-03 
OCLC 36977178 


98-5447 I 29.88:L 95/2 


Kirk Street Agent’s House. — 1997. 
xxv, 406 p. : Shipping list no.: 98-0084-P. @Item 0624-E- 
01 


no. 13) Ship- 


OCLC 38178368 


FISH AND WILDLIFE SERVICE 


Interior Dept. 
Washington, DC 20240 


98-5448 I 49.2:B 53/12 
Backyard bird problems. — [19937] 
27 p.: Shipping list no.: 93-0368-P. @Item 0612 @ltem 0612 
(online) 
OCLC 28449142 


98-5449 1 49,2:C 85/3 
Draft recovery plan for the Shasta crayfish (Pacifastacus fortis). — 
{1997} 
xii, 143 p.: Shipping list no.: 98-0048-P. @Item 0612 
OCLC 38162028 


98-5450 I 49.2:D 85/11 
The 1998 Federal Junior Duck Stamp Design Contest. — [1997] 
7 p.: Shipping list no.: 98-0018-P. @lItem 0612 
OCLC 37967607 


98-5451 


The road back. — [19987] 
48 p.: Shipping list no.: 98-0081-P. @lItem 0612 
OCLC 38145813 


I 49.2:EN 2/33 


Government Publications — April 1998 


98-5452 1 49.2:N 21/7/DRAFT 
Draft, recovery plan for the threatened and rare native fishes of the 
Warner Basin and Alkali Subbasin. — [1997] 
x, 82 p.: Shipping list no.: 98-0015-P. @lItem 0612 
OCLC 37861104 


98-5453 1 49.2:UP 1 
Draft recovery plan for upland species of the San Joaquin Valley, 
California. — 1997. 
xix, 295 p.: Shipping list no.: 98-0041-P. @ltem 0612 
OCLC 38162027 


98-5454 I 49.2:98003133 
Endangered species. [19987] 

@ltem 0612 (online) 

OCLC 38214499 


98-5455 I 49.89/2:89 (21) 
Assessing the relationship between Section 404 and wetland losses. 
— [1989] 
iii, 19 p. ;— (Biological report ; 89(21)) @lItem 6110-R-1 (MF) 
OCLC 25270784 


98-5456 I 49.89/2:90 (14) 
The sea otter (Enhydra lutris). — [1990, i.e. 1991] 
iii, 126 p. : — (Biological report, 90 (14)) @ltem 611-R-1 (MF) 
OCLC 23967387 


98-5457 1 49.89/2:90 (4) 
Characterization of habitat used by whooping cranes during migration. 
— 1990. 
v, 16 p. :— (Biological report, 90(4)) @lItem 611-R-11 (MF) 
OCLC 25234008 


98-5458 I 49.89/2:90 (6) 
Soii-vegetation correlations in the Connecticut River floodplain of 
western Massachusetts. — [1990] 
v, 51 p. :— (Biological report ; 
OCLC 25792570 
98-5459 I 49.89/2:97(1) 
Synopsis of the biological data on the green turtle Chelonia mydas 
(Linnaeus 1758). — [1997] 
v, 120 p. :— (Biological report ; 97(1)) 
98-0035-P. @ltem 0611-R-01 
OCLC 38063982 


98-5460 I 49.109:95-P 008-3 
Long term resource monitoring program standard operating procedures. 
— [1995] 

1 v. (various pagings) : — (Program report / Long Term Resource 
Monitoring Program ; 95-P008-3) Shipping list no.: 97-0386-M. 
@ltem 0612-L (MF) 

OCLC 37447708 


98-5461 1 49.109/2:93-R 027 
Kriging and cokriging applied to water quality studies. — [1993] 
iv, 18 p. : — (Reprint / Long Term Resource Monitoring Program 
; 93-RO27) Shipping list no.: 97-0386-M. @lItem 0162-A-02(MF) 


OCLC 37439256 


LAND MANAGEMENT BUREAU 
Interior Dept. 
Washington, DC 20240 


98-5462 1 53.2:F SV7/997 


Fishing opportunities in south central Wyoming. [1997] 
1 map: Shipping list no.: 98-0109-P. @Item 0631 


OCLC 38251653 


90(6)) @Item 611-R-1 (MF) 


Shipping list no.: 
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Minerals Management Service — Interior Dept. 


98-5463 1 §3.2:H 42/4 
Arizona heritage adventures—. — [1997] 
| sheet. Shipping list no.: 98-0053-P. @ltem 0631 GPO 
abridged cataloging. 
OCLC 38164395 
98-5464 I 53.2:SU 8/2 
Sutton Mountain Coordinated Resource Management Plan. —[1995}) 
(10], vi, 154, [1] p (Environmental assessment ; no. OR- 
054-2-044) Shipping list no.. 97-0942-M. @ltem 0631 (MF) 
OCLC 38282701 


98-5465 153.7/2:B 14 
Badlands Interpretive Trail. — (1997?] 
19 p.: Shipping list no.: 98-0077-P. @ltem 0633 
OCLC 38175395 
98-5466 1 53,11/4:35108-E 1-TM-100/996 
New Mexico. BLM ed., 1996. [1997] 
| map : (Surface management status, mineral management status) 
@ltem 0619-G-16 
OCLC 38138132 
98-5467 I 53.11/4:38107-A 1-TM-100/997 
Colorado. BLM ed., 1997. 1997, 
) map : (Surface management status) @ltem 0619-G-16 
OCLC 38137083 
98-5468 I 53.11/4:38120-E 1-TM-100/997 
Califomia. BLM ed., 1997. 1997, 
) map : (Surface management status) @lItem 0619-G-16 
OCLC 38137909 
98-5469 I 53.11/4:40103-A 1-TM-100/997 
Colorado. BLM ed., 1997. 1997. 
1 map : (Surface management status) @lItem 0619-G-16 
OCLC 38131877 
98-5470 I 53.11/4:40106-E 1-TM-100/997 
Colorado, BLM ed., 1997. 1997. 
1 map : (Surface management status) 
OCI C 38137166 
98-5471 I 53.11/4:40107-E 1-TM-100/997 
Colorado. BLM ed., 1997. 1997, 
! map : (Surface management status) @lItem 0619-G-16 
OCLC 38136680 
98-5472 [ 53.11/4:42111-E 1-TM-100/996 
Idaho. BLM ed., 1996. [1997] 
| map : (Surface management status) @Item 0619-G-16 
OCLC 38137674 
98-5473 I 53.11/4:42111-E 1-TM-100/997 
Idaho. BLM ed., 1997. 1997. 
1 map : (Surface management status) @Item 0619-G-16 
OCLC 38137251 
98-5474 I 53.11/4:45115-E 1-TM-100/996 
Idaho. BLM ed., 1996. [1997] 
1 map : (Surface management status) @Item 0619-G-16 
OCLC 38137772 
98-5475 I 53.11/4:45116-E 1-TM-100/996 
Idaho. BLM ed., 1996. [1997] 
| map : (Surface management status) @lItem 0619-G-16 
OCLC 38137836 
98-5476 I 53.11/4:46116-E 1-TM-100/996 
Idaho. BLM ed., 1996. [1997] 
| map : (Surface management status) @Item 0619-G-16 
OCLC 38137811 
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@liem 0619-G-16 


98-5477 I 53.11/4:47116-E 1-TM-100/996 
Idaho. BLM ed., 1996. [1997] 


| map : (Surface management status) @ltem 0619-G-16 
OCLC 38137674 


98-5478 1 53.11/4-2:35108-E 1-TM-160/996 
New Mexico. BLM ed., 1996. [1997] 


1 map : (Surface management status, mineral management status) 
@ltem 0619-G-16 


OCLC 38138301 
98-5479 I 53.11/4-2:38107-A 1-TM-100/997 
Colorado. BLM ed., 1997. 1997. 
| map : (Surface management status, mineral management status) 
@ltem 0619-G-16 
OCLC 38137120 


98-5480 1 53.11/4-2:38120-E 1-TM-100/997 
California. BLM ed., 1997. 1997. 


\ map : (Surface management status, mineral management status) 
@liem 0619-G-16 


OCLC 38138069 


98-5481 I 53.11/4-2:40106-E_ 1-TM-100/997 
Colorado. BLM ed., 1997. 1997, 


1 map : (Surface management status, mineral management status) 


@ltem 0619-G-16 
OCLC 38136496 


98-5482 I 53.11/4-2:40107-E 1-TM-100/997 
Colorado. BLM ed., 1997. 1997. 
1 map : (Surface management status, mineral management status) 
@liem 0619-G-16 
OCLC 38136721 


98-5483 I 53.57:F 66/2 
General Land Office automated records project. Florida. [1997] 


1 computer laser optical disc ; Shipping list no.: 98-0016-E. 
@ltem 0600-D-01 S/N 024-011-00193-0 


OCLC 38170110 
MINERALS MANAGEMENT SERVICE 


Interior Dept. 
Washington, D.C. 20240 
1 72.2:EN 2/3 
Working for America’s energy future and a quality environment. — 
[19927] 
15 p. : Shipping list no.: 92-0569-P. @ltem 0671-C @ltem 
0671-C (online) 
OCLC 27023809 
98-5485 I 72.12:97018375 
Proposed final outer continental shelf oil and gas leasing program, 
1997 to 2002. — [1996] 
1 v. (various pagings) : 
OCLC 35618522 
98-5486 1 72.12/2:96-0024 
Proceedings, fourteenth annual Gulf of Mexico Information Transfer 
Meeting ... — [1996] 


xix, 463 p. :— (OCS study) Shipping list no.: 98-0009-M. 
@ltem 0671-F (MF) 


OCLC 38282847 
98-5487 I 73.11:1997-0002 


Missouri River natural resources bibliography. — [1997] 
iii, 157 p. ; — (Information and technology report ; USGS/BRD/ 


ITR—1997-0002) Shipping list no.: 97-0354-P. @Item 0615-B- 
04 


98-5484 


@ltem 0671-F (online) 


OCLC 37751237 





UNITED STATES INFORMATION AGENCY 
Washington, DC 20547 
98-5488 IA 1.2:D 62 
A new diplomacy for the information age. [1996) 
@ltem 0672-B (online) 
OCLC 38234822 


INTERNATIONAL TRADE COMMISSION 
Washington, DC 20436 


98-5489 ITC 1.10:997 
Harmonized tariff schedule of the United States. 
v. ; (USITC publication ; 3001) Shipping list no.: 97-0017- 
S. Issue: 1997. @ltem 0982-B-02 S/N 949-013-00000-6 
OCLC 17427157 


98-5490 ITC 1.10:998 
Harmonized tariff schedule of the United States. 


v. ; (USITC publication ; 3066) Shipping list no.: 98-0007- 


S. Issue: 1998. @ltem 0982-B-02 S/N 949-014-00000-2 
OCLC 17427157 


98-5491 ITC 1.12:332-374 
General Agreement on Trade in Services. — [1997] 
1 v. (various pagings) :— (Publication ; 3053) 
no.: 98-0009-M. @lItem 0908-E (MF) 
OCLC 38175816 


98-5492 


Shipping list 


ITC 1.12:332-380 
Advice conceming the proposed modification of duties on certain 
information technology products and distilled spirits. — (1997] 
1 v. (various pagings) :— (Publication ; 3031) Shipping list 
no.: 98-0009-M. @ltem 0908-E (MF) 
OCLC 38175910 


98-5493 ITC 1.12:337-TA-370 
In the matter of certain salinomycin biomass and preparations contain- 
ing same. — [1996] 
304 p. ;— (Publication ; 
M. @ltem 0908-E (MF) 
OCLC 38176255 


98-5494 ITC 1.12:337-TA-371 
In the matter of certain memory devices with increased capacitance 
and products containing same. — [1996) 
1 v. (various pagings) ;— (Publication ; 2982) 
no.: 98-0197-M. @lItem 0980-E (MF) 
OCLC 38240945 


98-5495 ITC 1.12:337-TA-372 
In the matter of certain neodymium-iron-boron magnets, magnet alloys, 
and articles containing same. — [1996) 
1 v. (various pagings) ;— (Publication ; 
no.: 97-0943-M. @ltem 0908-E (MF) 
OCLC 38164733 


98-5496 ITC 1.12:337-TA-374 
In the matter of certain electrical connectors and products containing 
same. — [1996] 
I v. (various pagings) ;— (Publication ; 
no.: 98-0197-M. @ltem 0980-E (MF) 
OCLC 38240783 


98-5497 ITC 1.12:337-TA-374/TEMP. 
In the matter of certain electrical connectors and products containing 
same. — [1996] 
I v. (various pagings) ;— (Publication ; 
no.: 97-0943-M. @ltem 0908-E (MF) 
OCLC 38164928 


2978) 


Shipping list no.: 97-0943- 


Shipping list 


2964) 


Shipping list 


2981) 


Shipping list 


2980) Shipping list 


Government Publications — April 1998 


98-5498 ITC 1.12:337-TA-380 


In the matter of certain agricultural tractors under 50 power take- 
off horsepower. — [1996] 
| v. (various pagings) ;— (Publication 
no.: 98-0197-M. @ltem 0980-E (MF) 
OCLC 38251445 
98-5499 ITC 1.12:701-TA-367/PRELIM. 
Certain laminated hardwood flooring from Canada. — [1996] 
1 v. (various pagings) :— (Publication ; 2956) Shipping 
no.: 98-0197-M. @ltem 0980-E (MF) 
OCLC 38239878 


98-5500 ITC 1.12:731-TA-724/FINAL 
Manganese metal from the People’s Republic of China. — [1995] 
1 v. (various pagings) :— (Publication ; 2939) Shipping list 
no.: 97-0943-M. @litem 0908-E (MF) 
OCLC 38165026 


98-5501 ITC 1.12:731-TA-732-733/FINAL 
Circular welded nonalloy steel pipe from Romania and South Africa. 
— [1996} 
1 v. (various pagings) :— (Publication ,; 
no.: 98-0197-M. @ltem 0980-E (MF) 
OCLC 38251074 


98-5502 ITC 1.12:731-TA-736/ETCJFINAL 
Large newspaper printing presses and components thereof, whether 
assembled or unassembled, from Germany and Japan. — [1996) 
1 v. (various pagings) :— (Publication ; 2988) Shipping list 
no.: 98-0197-M. @ltem 0980-E (MF) 
OCLC 38251284 


98-5503 ITC 1.12:731-TA-741-743/PRELIM. 
Melamine institutional dinnerware from China, Indonesia, and Taiwan. 
— [1996] 
1 v. (various pagings) :— (Publication ; 
no.: 97-0943-M. @ltem 0908-E (MF) 
OCLC 38165105 


98-5504 ITC 1.12:721-TA-744/FINAL 
Certain brake drums and rotors from China. — [1997] 
1 v. (various pagings) :— (Publication ; 3035) 
no.: 98-0197-M. @ltem 0980-E (MF) 
OCLC 38250821 


98-5505 ITC 1.12:731-TA-745/FINAL 
Steel concrete reinforcing bars from Turkey. — [1997] 
1 v. (various pagings) :— (Publication ; 3034) 
no.: 98-0197-M. @ltem 0980-E (MF) 
OCLC 38250777 


98-5506 ITC 1,12:731-TA-745/PRELIM. 
Steel concrete reinforcing bars from Turkey. — [1996] 
1 v. (various pagings) ;— (Publication ; 2955) 
no.: 98-0197-M. @ltem 0980-E (MF) 
OCLC 38250739 


98-5507 ITC 1.12:731-TA-748/FINAL 
Engineered process gas turbo-compressor systems from Japan. — 
[1997) 
1 v. (various pagings) :— (Publication ; 
no.: 98-0197-M. @ltem 0980-E (MF) 
OCLC 38241533 


98-5508 ITC 1.12:731-TA-748/PRELIM. 
Engineered process gas turbo-compressor systems from Japan. — 
[1996] 
1 v. (various pagings) ;— (Publication ; 
no.: 98-0197-M. @ltem 0980-E (MF) 
OCLC 38241459 


, 3026) Shipping list 


2973) Shipping list 


2952) 


Shipping list 


Shipping list 


Shipping list 


Shipping list 


3042) 


Shipping list 


2976) Shipping list 





National Institute of Justice — Justice Dept. 


98-5509 ITC 1.12:731-TA-749/FINAL 
Persulfates from China. — [1997] 
1 v. (various pagings) :— (Publication ; 
no.: 98-0197-M. @Item 0980-E (MF) 
OCLC 38241359 


3044) Shipping 


98-5510 ITC 1.12:731-TA-75/PRELIM. 
Open-end spun rayon singles yam from Austria. — [1997] 
1 v. (various pagings) :— (Publication ; 2999) Shipping 
no.: 98-0009-M. @lItem 0908-E (MF) 
OCLC 38175981 


98-5511 ITC 1.12:731-TA-757-759/PRELIM. 
Collated roofing nails from China, Korea, and Taiwan. —[1997] 
1 v. (various pagings) :— (Publication ; 3010) Shipping list 
no.: 98-0197-M. @lItem 0980-E (MF) 
OCLC 38241266 


98-5512 ITC 1.12:731-TA-760/PRELIM. 
Needle bearing wire from Japan. — [1997] 
| v. (various pagings) :— (Publication ; 
no.: 98-0197-M. @lItem 0980-E (MF) 
OCLC 38241147 


3033) Shipping list 


98-5513 ITC 1.12:731-TA-761/ETC/PRELIM. 
Static random access memory semiconductors from the Republic of 
Korea and Taiwan. — [1997] 
1 v. (various pagings) :— (Publication ; 
no.: 98-0197-M. @lItem 0980-E (MF) 
OCLC 38250901 


3036) Shipping list 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Additional entries follow FBI entries. 


98-5514 J 1.8/2:C 86/8/INST. 


National bias crimes training. — 1997, 1995. 
1 v. (loose-leaf) : Shipping list no.: 98-0070-P. @ltem 0717- 
A-01 @ltem 0717-A-01 (online) 
OCLC 38115650 


98-5515 J 1.8/2:C 86/8/PART. 


National bias crimes training. — 1997, c1995. 
1 v. (loose-leaf) : Shipping list no.: 98-0068-P. 
A-01 
OCLC 38103836 
98-5516 J 1.8/2:V 66/997 
Victim-witness handbook. — 1997. 


22 p.; Shipping list no.: 98-0032-P. @ltem 0717-A-01 
OCLC 37963050 


@ltem 0717- 


98-5517 J 1.8/2:97032155 


Justice Department Guide to the Freedom of Information Act. [19977] 
@ltem 0717-A-01 (online) 
OCLC 38212296 


FEDERAL BUREAU OF INVESTIGATION 
Justice Dept. 
Washington, DC 20535 


98-5518 J 1.14/2:F 51/2 
In the line of fire. — [1997] 
i, 68 p.: Shipping list no.: 98-0095-P. @ltem 0721 
OCLC 38212845 
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NATIONAL INSTITUTE OF CORRECTIONS 
Washington, DC 20534 


98-5519 J 16.108:SA 5 


The intermediate sanctions handbook. — [1993) 
xiii, 142 p.: Shipping list no.: 98-0066-P. @lItem 0726-D 
OCLC 29740890 


IMMIGRATION AND NATURALIZATION 
SERVICE 
Justice Dept. 
Washington, DC 20536 


98-5520 J 21.2:L 41/2 


Federal law enforcement that’s outside the ordinary. — [1997] 
1 sheet: Shipping list no.: 98-0101-P. @ltem 0725 
OCLC 38270106 


ASSISTANCE BUREAU 
Justice Dept. 
Washington, DC 20531 


98-5521 J 26.32:C 73 
Responding to the community. — [1997] 


11 p.:— (Bulletin) Shipping list no.: 98-0094-P. @ltem 0717- 
N-01 
OCLC 38244205 


98-5522 J 26.32:F 51 
The BJA Firearms Trafficking Program. — [1997] 


7 p.;— (Bulletin) Shipping list no.: 98-0092-P. @lItem 0717- 
N-O1 


OCLC 38244398 


98-5523 J 26.33:B 43/997 
Denial of Federal Benefits Program and Clearinghouse. —[Rev. Nov. 
1997]. — 1997. 
3 p. ;— (Fact sheet) 
0717-N-05 
OCLC 38158706 


98-5524 J 26.33:SA 1/997 
Public Safety Officers’ Benefits Program. —-[Rev. Nov. 1997]. — 
1997. 


Shipping list no.: 98-0086-P. @ltem 


3, [1] p.; — (Fact sheet) @lItem 0717-N-05 
OCLC 38166238 


UNITED STATES PAROLE COMMISSION 
Chevy Chase, MD 20815 


98-5525 J 27.2:0V 2 
An Overview of the United States Parole Commission. — [1993] 


[i], 26 p. ; Shipping list no.: 93-0575-P. @ltem 0717-C-08 
@ltem 0717-C-08 (online) 
OCLC 29010766 


NATIONAL INSTITUTE OF JUSTICE 
Justice Dept. 
Washington, DC 20531 


98-5526 J 28.2:J 98/4/998 
Building knowledge about crime and justice. — [1997] 
iii, 20 p.: @lItem 0718-A 
OCLC 38266895 





98-5527 J 28.15/2-2:M 46/2/PT.2 
Measuring what matters. — (1996- 
v. ;— (Research in action) Shipping list no.: 98-0090-P (pt. 
2). Contents: pt. 2. Developing measures of what the police do. 
@ltem 0717-J-01 
OCLC 36182060 


98-5528 J 28.23:C 73/7 
Community mediation programs. — [1997] 


xvi, 99 p. : — (Issues and practices in criminal justice) Shipping 
list no.: 97-0366-P. @ltem 0718-A-07 
OCLC 37706413 


98-5529 J 28.24:B 99 
National Assessment of the Byme Formula Grant Program. — [1997] 
11 p. :— (Research in brief) Shipping list no.: 97-0267-P. 
@ltem 0718-A-03 @lItem 0718-A-03 (online) 
OCLC 37263338 


98-5530 J 28.24:H 75 
A Study of homicide in eight U.S. cities. — [1997] 
11 p. :— (Research in brief) Shipping list no.: 98-0107-P. 
@ltem 0718-A-03 @ltem 0718-A-03 (online) 
OCLC 38282494 


98-5531 J 28.24:H 88/2 
Project on Human Development in Chicago Neighborhoods. — [1997] 
5, [1] p. ;— (Research in brief) Shipping list no.: 97-0151- 
P. @lItem 0718-A-03 @ltem 0718-A-03 (online) 
OCLC 36554351 


98-5532 J 28.24:SU 1 
Visibility and vigilance. — [1997] 
11 p.:— (Research in brief) @Item 0718-A-03 
OCLC 38100986 


98-5533 J 28.24/3:H 75/2 
Homicide in eight U.S. cities. — [1997] 
x, 144 p. :— (Research report) Shipping list no.: 98-0099- 
P. @ltem 0718-A-03 
OCLC 38237156 


98-5534 J 28.24/3:1M 7 
Two views on imprisonment policies. — [1997] 
iii, 30 p. :— (Research report) Shipping list no.: 97-0343- 
P. Contents: Lethal violence and the overreach of American impris- 
onment / by Franklin E. Zimring ; with the collaboration of Gordon 
Hawkins — Supply side imprisonment policy / by Michael K. 
Block. @lItem 0718-A-03 @ltem 0718-A-03 (online) 
OCLC 37591139 


98-5535 J 28.24/3:IM 7 
Two views on imprisonment policies. — [1997] 
iii, 30 p. :— (Research report) Shipping list no.: 97-0343- 
P. Contents: Lethal violence and the overreach of American impris- 
onment / by Franklin E. Zimring ; with the collaboration of Gordon 
Hawkins — Supply side imprisonment policy / by Michael K. 
Block. @lItem 0718-A-03 @lItem 0718-A-03 (online) 
OCLC 37591139 


JUSTICE STATISTICS BUREAU 
Justice Dept. 
Washington, DC 20531 


98-5536 J 29.2:EL /CORR. 


Elderly crime victims. — [1994] 
4 p.: Shipping list no.: 94-0179-P. @lItem 0717-R-01 
0717-R-01 (online) 
OCLC 30566616 


@litem 


Government Publications — April 1998 


98-5537 J 29.2:G 95 
Guns used in crime. — [1995] 
7 p. ;— (Selected findings) Shipping list no.: 95-0329-P. 
@ltem 0717-R-01 @ltem 0717-R-01 (online) 
OCLC 33264762 


98-5538 J 29.2:1N 6 
Profile of inmates in the United States and in England and Wales, 
199]. —[1994) 
iii, 23 p. : Shipping list no.: 94-0353-P. @ltem 0717-R-01 
@ltem 0717-R-01 (online) 
OCLC 31428344 


98-5539 J 29.2:N 21 
Implementing the National Incident-Based Reporting System. — 
[1997] 
vii, 15 p. ; Shipping list no.: 97-0341-P. @ltem 0717-R-01 
@ltem 0717-R-01 (online) 
OCLC 37562380 


98-5540 J 29.9/2:994 
Criminal victimization in the United States. 

v. ; (National crime victimization survey report) Shipping list 
no.: 97-0276-P. Issue: 1994. @lItem 0968-H-06 @lItem 0968-H- 
06 (online) 

OCLC 01798331 


98-5541 
HIV in prisons and jail. 
v. ; (Bulletin) Shipping list no.: 97-0338-P. Issue: 1995. 
@ltem 0968-H-13 @ltem 0968-H-13 (online) 
OCLC 37632784 


98-5542 
Prison and jail inmates. 
v. : (Bulletin) Shipping list no.: 97-0010-P. Issue: 1995. 


@ltem 0968-H-13 @ltem 0968-H-13 (online) 
OCLC 35765511 


J 29.11:P 93/2/995 


J 29.11:P 93/5 


98-5543 J 29.27:C 86 
Crime and neighborhoods. — [1994] 
[2] p. :— (Crime data brief) Shipping list no.: 94-0055-P. 
@ltem 0968-H-14 @lItem 0968-H-14 (online) 
OCLC 30828427 


JUVENILE JUSTICE AND DELINQUENCY 
PREVENTION OFFICE 
Justice Dept. 
Washington, DC 20530 


98-5544 J 32.2:R 25 
Juvenile justice reform initiatives in the states, 1994-1996. — [1997] 


xi, 81 p. ; Shipping list no.: 98-0066-P. @lItem 0718-A-05 
OCLC 38153276 


98-5545 J 32.10:C 43/6 
In the wake of childhood maltreatment. — [1997] 
15 p.:— (Juvenile justice bulletin) Shipping list no.: 98-0008- 
P. @ltem 0718-09 
OCLC 37879163 


98-5546 J 32.20/2:C 15 
Boot camps for juvenile offenders. — [1997] 
ix, 41 p. : Shipping list no.: 98-0062-P. @ltem 0718-A-25 
OCLC 38065116 
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Labor Department 


ATTORNEY PERSONNEL MANAGEMENT 
OFFICE 
Justice Dept. 
Washington, DC 20530 

98-5547 J 35.2:97032793 
What can each of us do? 1996. 

@ltem 0719-A-02 (online) 

OCLC 38265663 
98-5548 
Who are the victims? 1996. 

@ltem 0719-A-02 (online) 

OCLC 38265278 
98-5549 J 35.2:97032804 
What can you say to a victim. [1996] 

@ltem 0719-A-01 (online) 

OCLC 38214433 
98-5550 J 35.2:97032810 
The Violence Against Women Act. 1996. 

@ltem 0719-A-02 (online) 

OCLC 37833750 
98-5551 J 35.2:97032825 


Where can I get help? [1996] 
@ltem 0719-A-02 (online) 
OCLC 38269479 


98-5552 J 35.2:97032828 
Violence Against Women Act of 1994. [1996] 
@ltem 0719-A-01 (online) 
OCLC 38214386 
98-5553 J 35.8:97032807 


Final guidelines for the Jacob Wetterling Act. 1996. 
@litem 0719-A-01 (online) 
OCLC 38269462 


98-5554 


J 35.2:97032797 


JU 2.2:F 81/PACK. 


JU 2.2:F 81/PACK./APP. 
Report on the death of Vincent W. Foster, Jr. — [1997] 
iii, 114 leaves : Shipping list no.: 98-0029-P. @ltem 1089 S/ 
N 028-004-00095-8 
OCLC 37907528 


SUPREME COURT 

Washington, DC 20543 

98-5555 JU 6.8:510 

United States reports. 
v.; Shipping list no.: 97-0065-S. 
through Mar. 21, 1994. @ltem 0741 
OCLC 04384322 
98-5556 JU 6.13:K 81 


In the Supreme Court of the United States, October term, 1995, United 
States of America, et al., petitioners, v. Edward H. Koch, et al. 


Issue: Vol. 510, Oct. 4, 1993, 
S/N 028-001-00480-6 


98-5557 JU 6.13:95-1181 
In the Supreme Court of the United States, October term, 1995, Wil- 
liam C. Dunn & Delta Consultants, Inc., petitioners, v. Commodity 
Futures Trading Commission, et al. — [1996] 
lv. 
OCLC 38251826 
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TAX COURT 
Washington, DC 20217 


98-5558 JU 11.7:108 
Reports of the United States Tax Court. 
v.; Shipping list no.: 98-0009-S. Issue: Vol. 108, Jan. 
to June 30, 1997. @ltem 0742 S/N 028-005-00179-9 
OCLC 07910015 


LABOR DEPARTMENT 
Washington, DC 20210 


98-5559 L 1.2:C 189 
America’s One-Stop Career Center System. — [1997?] 
1 folded sheet (8 p.) ; Shipping list no.: 98-0085-P. 
0745 
OCLC 38270143 


98-5560 L 1.2:C 52/2 
How to file a claim for your benefits. — [1991] 
1 sheet : Shipping list no.: 91-219-P. @lItem 0745 
0745 (online) 
OCLC 23477945 


98-5561 L 1.2:F 98/2 
Report and recommendations. — [1994] 
xxii, 70 p.; Shipping list no.: 95-0039-P. @lItem 0745 
0745 (online) 
OCLC 31849758 


98-5562 L 1.2:H 34/2 


Questions & answers. — 1996. 
23 p.; Shipping list no.: 97-0105-P. @Item 0745 @Item 0745 
(online) 


OCLC 36306585 


98-5563 L 1.2:W 45/3 


The welfare-to-work and work opportunity federal income tax credits 
for employers. — [1997] 
4p.; Shipping list no.: 98-0059-P. @ltem 0745 
OCLC 38188867 


98-5564 L 1.2:W 45/13 


The welfare-to-work and work opportunity federal income tax credits 
for employers. — [1997] 
4p.; Shipping list no.: 98-0059-P. @lItem 0745 
OCLC 38188867 


98-5565 L 1.2:W 89/36 
Working together for public service. — [1996] 
v, 186 p.: Shipping list no.: 96-0266-P. @lItem 0745 @lItem 
0745 (online) S/N 029-000-00458-7 
OCLC 34918135 


98-5566 L 1.2:96000137 
Simplified Employee Pensions (SEPs). [19967] 
@ltem 0745 (online) 
OCLC 38272817 


98-5567 L 1.2:97021889 
Generating productivity growth. 1996. 
@ltem 0745 (online) 
OCLC 38271122 


98-5568 L 1.2:97021890 


A Look at employers’ costs of providing health benefits. 1996. 
@ltem 0745 (online) 
OCLC 38278009 





98-5569 L 1.2:98005179 

Reports required under the LMRDA and the CSRA. [19977] 
@litem 0745 (online) 
OCLC 38195177 


98-5570 L 1.7/2:97030369 
Guide to case types. [19977] 

@ltem 0745-A (online) 

OCLC 38277396 


98-5571 L 1.83:LM-3/997 
Completing your LM-3. — 1997. 
24 p.: Shipping list no.: 98-0094-M. 
OCLC 38195596 


@ltem 0745-A-03 


LABOR STATISTICS BUREAU 


Labor Dept. 
Washington, DC 20212 


98-5572 L 2.2:C 76/997/KIT 
1998 CPI revision. — [1997] 
1 folder (6 sheets) ; Shipping list no.: 98-0076-P. @ltem 0769 
OCLC 38204253 
98-5573 L 2.2:T 65/12/9996 
Toward a more accurate measure of the cost of living. — Dec. 4, 
1996 updated version. — 1996. 
vi, 94, [4] leaves : Shipping list no.: 97-0323-P. @ltem 0769 
@ltem 0769 (online) 
OCLC 37503799 


98-5574 L 2.3/4 A:2470-6/996 


Education and social service occupations and clergy. 
v. : (Bulletin ; 2470-6) Issue: 1996-97 ed. 
OCLC 27189789 


98-5575 


A profile of the working poor. 


v. : (Report ; 896) Shipping list no.: 95-0274-P. 
@ltem 0768-G 
OCLC 28535477 


98-5576 L 2.120/2-6:996 


News. International comparisons of manufacturing productivity and 
unit labor cost trends. 


v. ; Shipping list no.: 97-0349-P. 
P 


L 2.71:896 


Issue: 1993. 


Issue: 1996. @lItem 0769- 


OCLC 34948763 


INTERNATIONAL LABOR AFFAIRS BUREAU 
Labor Dept. 
Washington, DC 20210 
98-5577 L 29.2:W 89/4 


Summary of United States and European Union workshop on employ- 
ment policy and the promotion of employability security. — [1997] 
ll p.; Shipping list no.: 98-0017-P. @lItem 0745-A-01 
OCLC 38138185 


OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


98-5578 L 35.23:0C 1 
Offices of the Occupational Safety and Health Administration. — 
Rev. — 1997. 
| sheet: Shipping list no.: 98-0026-P. @lItem 0766-F-03 
OCLC 38269802 


Government Publications — April 1998 


98-5579 L 36:213:019 
The motor carrier exemption under the Fair Labor Standards Act 
(FLSA). [19977] 
(Fact sheet ; no. 019) 
OCLC 38188709 


98-5580 L 36:213:020 
Employees paid commissions by retail establishments who are exempt 
under Section 7(i) from overtime under the Fair Labor Standards 
Act (FLSA). [1997?} 
(Fact sheet ; no. 020) 
OCLC 38188857 


@ltem 0777-A-02 (online) 


@ltem 0777-A-02 (online) 


EMPLOYMENT STANDARDS ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


98-5581 L 36.2:G 46 
The glass ceiling initiative. — [1997] 
22 p. : Shipping list no.: 98-0066-P. @ltem 0746-C-01 § 
N 029-016-00190-5 
OCLC 38169244 


98-5582 L 36.2:97030358 


Fair Labor Standards Act (FLSA) minimum wage poster. [19977] 
@ltem 0746-C-01 (online) 
OCLC 38208782 


98-5583 L 36.2:97030363 


Employee Polygraph Protection Act (EPPA) poster. [19977] 
@ltem 0746-C-01 (online) 
OCLC 38276477 


98-5584 L 36.2:98005703 
Dynamic change in the garment industry. [19987] 
@ltem 0746-C-01 (online) 
OCLC 38186319 


98-5585 L 36.2:98005707 


No sweat—shopping clues for consumers. [1997?] 
@ltem 0746-C-01 (online) 
OCLC 38276624 


98-5586 L 36.8:98005705 
Protecting America’s garment workers. [19977] 
@ltem 0746-C-05 (online) 
OCLC 38171473 


WOMEN’S BUREAU 
Labor Dept. 
Washington, DC 20210 


98-5587 L 36.102:95035492 
Wage discrimination. [19977] 

@ltem 0777 (online) 

OCLC 38277944 


WAGE AND HOUR DIVISION 
Labor Dept. 
Washington, DC 20210 


98-5588 L 36.202:97021896 


Garment enforcement report, October 1996-December 1996. [19977] 
@ltem 0777 (online) 
OCLC 38277801 
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Mine Safety and Health Administration — Labor Dept. 


98-5589 L 36.208:F 21 
Compliance guide to the Family and Medical Leave Act. — [1997] 
23 p. ;— (WH publication ; 1421) Shipping list no.: 97-0138- 
P. @ltem 0777-B @ltem 0777-B (online) 
OCLC 36448115 


98-5590 L 36.212:027 
New business under the Fair Labor Standards Act (FLSA). [19977] 
(Fact sheet ; no. 027) @lItem 0777-A-02 (online) 
OCLC 38159666 


98-5591 L 36.213:016 
Deductions from wages for uniforms and other facilities under the 
Fair Labor Standards Act (FLSA). [19977] 
(Fact sheet ; no. 016) @lItem 0777-A-02 (online) 
OCLC 38187401 


98-5592 L 36.213:017 
Exemption for executive, administrative, professional, & outside sales 
employees under the Fair Labor Standards Act (FLSA). [1997?] 
(Fact sheet ; no. 017) @lItem 0777-A-02 (online) 
OCLC 38188465 


98-5593 L 36.213:018 
Section 13(a)(3) exemption for seasonal and recreational establishments 
under the Fair Labor Standards Act (FLSA). [19977] 
(Fact sheet ; no. 017) @lItem 0777-A-02 (online) 
OCLC 38188621 


98-5594 L 36.213:021 
Recordkeeping requirements under the Fair Labor Standards Act 
(FLSA). [19977] 
(Fact sheet ; no. 21) @ltem 0777-A-02 (online) 
OCLC 38142337 
98-5595 L 36.213:021 
Recordkeeping requirements under the Fair Labor Standards Act 
(FLSA). [19977] 
(Fact sheet ; no. 21) @ltem 0777-A-02 (online) 
OCLC 38142337 


98-5596 L 36.213:022 
Hours worked under the Fair Labor Standards Act (FLSA). [19977] 
(Fact sheet ; no. 22) @lItem 0777-A-02 (online) 
OCLC 38142441 
98-5597 L 36.213:022 


Hours worked under the Fair Labor Standards Act (FLSA). [19977] 
(Fact sheet ; no. 22) @lItem 0777-A-02 (online) 
OCLC 38142441 
98-5598 L 36.213:023 
Overtime pay requirements of the Fair Labor Standards Act (FLSA). 
{19977} 
(Fact sheet ; no. 23) @lItem 0777-A-02 (online) 
OCLC 38142431 
98-5599 L 36.213:024 


Homeworkers under the Fair Labor Standards Act (FLSA). [19977] 
(Fact sheet ; no. 24) @lItem 0777-A-02 (online) 
OCLC 38142493 


98-5600 L 36.213:025 


The home health care industry under the Fair Labor Standards Act 
(FLSA). [19977] 
(Fact sheet ; no. 25) @ltem 0777-A-02 (online) 
OCLC 38142564 


98-5601 L 36.213:026 


Section H-2 A of the Immigration Reform and Control Act. [1997?] 
(Fact sheet ; no. 026) @lItem 0777-A-02 (online) 
OCLC 38159508 
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98-5602 L 36.213:028 


The Family and Medical Leave Act of 1993. [19977] 
(Fact sheet ; no. 028) @lItem 0777-A-02 (online) 
OCLC 38159697 


98-5603 L 36.213:029 


Fair Labor Standards Act amendments of 1996. [19977] 
(ESA fact sheet ; no. 96-13) @lItem 0777-A-02 (online) 
OCLC 38159787 


98-5604 L 36.213:031 


Nursing care facilities under the Fair Labor Standards Act. [19977] 
(Fact sheet ; no. 031) @ltem 0777-A-02 (online) 
OCLC 38159864 


98-5605 L 36.213:032 


Youth minimum wage—Fair Labor Standards Act. [19977] 
(Fact sheet ; no. 032) @ltem 0777-A-02 (online) 
OCLC 38159889 


WORKER’S COMPENSATION PROGRAMS 
OFFICE 
Labor Dept. 
Washington, DC 20210 


98-5606 L 36.402:B 43 
Federal employees’ benefits. — Rev. Apr. 1988. — [1991] 
iv, 77 p.; @lItem 0779-A-03 
OCLC 38165430 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20213 


98-5607 L 37.2:EV U5 
Youth and the postindustrial future. — [1997] 
vi, 94 p. ;— (Evaluation forum ; issue 12) Shipping list no.: 
98-0095-P. @lItem 0780-A-0! 
OCLC 38228219 


98-5608 L 37.2:IM 7/2 
Implementation of the 1992 Job Training Partnership Act (JTPA) 
amendments. — 1997. 
1 v. (various pagings) : 
0780-A-01 
OCLC 38195206 


Shipping list no.: 98-0077-P. @lItem 


MINE SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Arlington, VA 22203 


98-5609 L 38.2:97021902 


12-month report on MSHA’s initiatives and achievements, February 
1994-February 1995. 1995. 
@ltem 0637-H (online) 
OCLC 38277877 


98-5610 L 38.8:C 73 


Compliance guide for MSHA’s regulations on diesel-powered equip- 
ment used in underground coal mines. — [1997] 
74 p.; Shipping list no.: 98-0107-P. @lItem 0637-K-02 
OCLC 38289640 





98-5611 L 38.10/2:996 
Injury experience in sand and gravel mining. 

v. ; (719798-198 : Informational report / U.S. Department of 
Labor, Mine Safety and Health Administration) Shipping list no.: 
98-0109-P. Issue: 1996. @lItem 0637-K-01 

OCLC 06307129 


98-5612 L 38.17/2:97-29 
Gaseous dilution air quantity and particulate index for the Isuzu 
QD100-306 diesel engine. — [1997] 
1 v.— (Program information bulletin ; no. P 97-29) 
OCLC 38252984 


98-5613 
Coal. Surface fatalities. 
v.: Shipping list no.: 97-0174-P. 
0637-K-01 
OCLC 31615856 


L 38.20/3:996 


Issue: Ist half, 1996. @lItem 


PENSION AND WELFARE BENEFITS 
ADMINISTRATION 
Washington, DC 20201 


98-5614 L 40.2:97030398 

What you should know about your pension rights. [19977] 
@ltem 0773-C (online) 
OCLC 38277585 


98-5615 L 40.2:97030401 
Savings incentive match plans for employees of small employers. 
[1997?} 
@ltem 0773-C (online) 
OCLC 38277475 


LIBRARY OF CONGRESS 
Washington, DC 20540 


98-5616 LC 1.55:2/2 
Jefferson’s legacy. 
v. : Shipping list no.: 97-0027-P. 
1, 1996. @Item 0786-A-05 
OCLC 35267358 


Issue: Vol. 2, no. 2, Oct. 


COPYRIGHT OFFICE 
Library of Congress 
Washington, DC 20559 


98-5617 LC 3.2:D 26 


Report on legal protection for databases. — [1997] 
1 v. (various pagings) ; Shipping list no.: 97-0364-P. @lItem 
0803 @lItem 0803 (online) S/N 030-002-00190-0 
OCLC 37527614 


98-5618 LC 3.2:97029267 


A review of the copyright licensing regimes covering retransmission 
of broadcast signals. — 1997. 
xviii, 139 p.; @Item 0803 (online) 
OCLC 37451882 


98-5619 LC 3.4/2:7 B/997 


“Best edition’’ of published copyrighted works for the collections 
of the Library of Congress. — [1997] 
3, [1] p. ;— (Circular ; 7b) Shipping list no.: 98-0087-P. 
@ltem 0802-A 
OCLC 38172473 


Government Publications — April 1998 


98-5620 LC 3.4/2:22/997 


How to investigate the copyright status of a work. — [1997] 
10, [2] p. :— (Circular ; 22) Shipping list no.: 98-0080-P. 
@ltem 0802-A 
OCLC 38145678 


LATIN AMERICAN PORTUGUESE AND 
SPANISH DIVISION 
Washington, DC 20540 


98-5621 LC 24.7/2:98006127 


Handbook of Latin American studies. [19977] 
@ltem 0806-F (online) 
OCLC 38278537 


SUBJECT CATALOGING DIVISION 
Washington, DC 20540 


98-5622 LC 26.9:J/997 
Library of Congress classification. — 1997 ed. — 1997. 
xi, 477 p.; Shipping list no.: 98-0092-P. @ltem 0819 
OCLC 38195773 


98-5623 LC 26.9:KZ 


Library of Congress classification : tb. law of nations : [class] KZ. 
0 / prepared by the Cataloging Policy and Support Office, Library 
Services. — 1997 ed. — 1997. 

ix, 165 p.; Shipping list no.: 98-0075-P. @ltem 0819 
OCLC 37663382 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


98-5624 LR 1.2:N 21/6/992 

The National Labor Relations Board and YOU. [1992?] 
@ltem 0827 (online) 
OCLC 38291685 


98-5625 LR 1.2:N 21/7 
The National Labor Relations Board and YOU. [19987] 
@ltem 0827 (online) 
OCLC 38291820 
98-5626 LR 1.2:97017597 
The NLRB what it is, what it does. [1997?] 
@ltem 0827-F (online) 
OCLC 38290793 
98-5627 LR 1.6:R 86/2/996 
Rules and regulations and statements of procedure. — 1996- 
1 v. (loose-leaf) : Shipping list no.: 97-0070-P. @lItem 0829 


@ltem 0829 (online) S/N 931-002-00000-7 
OCLC 36359738 


SPECIAL COUNSEL OFFICE 
Merit Systems Protection Board 
Washington, DC 20003 


98-5628 MS 2.2:W 57 


Information conceming reprisal for whistleblowing. — [!997?] 
1 sheet. Shipping list no.: 98-0094-P. @lItem 0290-K-09 GPO 
abridged cataloging. 
OCLC 38252785 
98-5629 NAS 1.86/3:DDF-ISTP-IM-KP-0018 
International Solar-Terrestrial Physics Program. [1996?- 
computer laser optical discs ; Contents: DDF-ISTP: IACG- 
000101 — IM-KP-0006-0010— IM-KP-0012-0017-0018 —KP 
0022-0026 — KP-0029 — KP-0035. @lItem 0830-Z-03 
OCLC 37177041 
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National Aeronautics and Space Administration 
98-5630 NAS 1.86/3: DDF-ISTP-KP-0035 
International Solar-Terrestrial Physics Program. [1996?- 

computer laser optical discs ; Contents: DDF-ISTP: IACG- 


000101 — IM-KP-0006-0010— IM-KP-0012-0017-0018 —KP 
0022-0026 — KP-0029 — KP-0035. @lItem 0830-Z-03 


OCLC 37177041 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 
98-5631 NAS 1.2:B 56 
Historically Black Collges and Universities (HBCU). — [1998?] 
(9] p.: Shipping list no.: 98-0092-P. @ltem 0830-C 
OCLC 38227475 
98-5632 NAS 1.2:G 51/4 
Comprehensive global data sets from NASA’s Data Assimilation Of- 
fice. — [1997] 
1 folded sheet (6 p.) 
0830-C 
OCLC 38233112 
98-5633 
Walking to Olympus. — [1997] 
ix, 132 p. :— (Monographs in aerospace history series ; #7) 


Shipping list no.: 98-0087-P. @lItem 0830-C 
OCLC 38168764 


Shipping list no.: 98-0040-P. @lItem 


NAS 1.2:0L 9 


98-5634 NAS 1.15:107258 
Effects of inlet conditions on crossflow jet mixing. — [1997] 
} v.— (NASA technical memorandum ; 107258) Shipping list 
no.: 97-0681-M. @ltem 0830-D (MF) GPO abridged cataloging. 
OCLC 3828970) 


98-5635 NAS 1.15:107275 
Effects of planetary gear ratio on mean service life. — [1997] 
| v.— (NASA technical memorandum ; 107275) Shipping list 


no.: 97-0960-M. @ltem 0830-D (MF) GPO abridged cataloging. 
OCLC 38145946 


98-5636 NAS 1.15:107337 
Forced response testing of an axi-centrifugal turboshaft engine. — 
[1997) 
1 v.— (NASA technical memorandum ; 107337) Shipping list 


no.: 98-0007-M. @ltem 0830-D (MF) GPO abridged cataloging. 
OCLC 38146530 


98-5637 NAS 1.15:107387 
Endwall heat transfer measurements in a transonic turbine cascade. 
— {1997} 
| v.— (NASA technical memorandum ; 107387) Shipping list 
no.. 98-0007-M. @liem 0830-D (MF) GPO abridged cataloging. 
OCLC 38146580 
98-5638 NAS 1.15:110325 
The Upper Atmosphere Research Satellite in-flight dynamics. — 
{1997} 
I v.— (NASA technical memorandum ; 110325) Shipping list 
no. 98-0007-M. @ltem 0830-H-14 (MF) GPO abridged catalog- 


in 


~ OCLC 38289545 


98-5639 


NAS 1.15:111793 
Vibroacoustic response of pad structures to space shuttle launch acous- 
tic loads. — [1995] 
| v.— (NASA TM ,; 111793) Shipping list no: 97-0960-M. 
@ltem 0830-D (MF) GPO abridged cataloging. 
OCLC 38178091 
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98-5640 NAS 1.15:111926 
Subsonic-to-hypersonic aerodynamic characteristics for a winged, cir- 
cular-body, single-stage-to-orbit spacecraft configuration. — [1997] 
) v.— (NASA TM ; 111926) Shipping list no.: 97-0681-M. 
@ltem 0830-D (MF) GPO abridged cataloging. 
OCLC 38290177 
98-5641 NAS 1.18:97032917 
Information resources self-review process guide. [19977] 
@ltem 0830-F (online) 
OCLC 38279839 


98-5642 NAS 1.26:202406 
Low bandwidth robust controllers for flight. — [1993] 
1 v.— ({[NASA contractor report] ; NASA CR-202406) Ship- 
ping list no.: 97-0950-M. @lItem 0830-H-14 (MF) GPO abridged 
cataloging. 


OCLC 38177913 


98-5643 NAS 1.26:202407 
Designing low bandwidth propulsive-only flight controllers. — [1996] 

1 v.— ([NASA contractor report] ; NASA CR-202407) Ship- 
ping list no.: 97-0950-M. @Jtem 0830-H-14 (MF) GPO abridged 
cataloging. 

OCLC 38178731 
98-5644 NAS 1.26:202408 
The propulsive-only flight control problem. — [1996] 

1 v.— ({NASA contractor report] ; NASA CR-202408) Ship- 
ping list no.: 97-0950-M. @ltem 0830-H-14 (MF) GPO abridged 
cataloging. 

OCLC 38178582 
98-5645 NAS 1.26:202410 
Application of QFT to the problem of failed in-flight controllers during 
approach and landing of a B-720 aircraft. — [1996] 

\ v.— ({NASA contractor report) ; NASA CR-202410) Ship- 
ping list no.: 97-O950-M. @lItem 0830-H-14 (MF) GPO abridged 
cataloging. 

OCLC 38178488 


98-5646 NAS 1.26:202656 
Development of a software safety process and a case study of its 
use. — [1996] 

1 v.— ({NASA contractor report] ; NASA CR-202656) Ship- 
ping list no.: 97-0950-M. @ltem 0830-H-14 (MF) GPO abridged 
cataloging. 

OCLC 38164467 
98-5647 NAS 1.26:202660 
Space-related applications of intelligent control. — [1996] 

1 v.— ([NASA contractor report] ; NASA CR-202660) Ship- 
ping list no.: 97-0950-M. @lItem 0830-H-14 (MF) GPO abridged 
cataloging. 

OCLC 38178219 


98-5648 NAS 1.26:202704 


Surface textural properties of icy satellites. — [1995] 


1 v.— ([NASA contractor report) ; NASA CR-202704) Ship- 
ping list no.: 97-0950-M. @lItem 0830-H-14 (MF) GPO abridged 


cataloging. 
OCLC 38164343 


98-5649 NAS 1.26:202815 
Prediction and control of vortex-dominated and vortex-wake flows. 


—- [1996 
1 v.— ({NASA contractor report] ; NASA CR-202815) Ship- 


ping list no.: 97-0950-M. @ltem 0830-H-14 (MF) GPO abridged 
cataloging. 


OCLC 38164452 





98-5650 NAS 1.26:203854 
Scientific and technical support for the Galileo net flux radiometer 
experiment. — [1997] 

1 v.— ({NASA contractor report] ; NASA CR-203854) Ship- 
ping list no.: 97-0706-M. @ltem 0830-H-14 (MF) GPO abridged 
cataloging. 

OCLC 38289684 


98-5651 NAS 1.26:203949 
‘*Monoclonal antibody testing for cancer metastasis’’. — [1997] 
1 v.— ({NASA contractor report] ; NASA CR-203949)  Ship- 
ping list no.: 97-0706-M. @ltem 0830-H-14 (MF) GPO abridged 


cataloging. 


OCLC 38289666 


98-5652 NAS 1.26:203971 
[High redshift quasars and high metallicities). — [1997] 
1 v.— ({NASA contractor report] ; NASA CR-203971) Ship- 
ping list no.: 97-0706-M. @ltem 0830-H-14 (MF) GPO abridged 
cataloging. 


OCLC 38289651 


98-5653 NAS. 1.43/6:M 35 
Mars Pathfinder lithograph set. [19977] 

4 pictures : Shipping list no.: 98-0006-P. Contents: Mars Path- 
finder’s landing site—July 4, 1997 — Six wheels on soil — So- 
journer’s exploration of Mars — Ares Vallis, Mars. @lItem 0830- 
H-06 

OCLC 38204373 


98-5654 
Magellan. 1994- 
computer laser optical discs : Shipping list no.: 98-0017-E 
(v.226-230). Contents: v. 226. Imdr Regio Northeast and Boyd 
—- vy. 227. Stowe and Helen Planitia Northwest — v. 228. Helen 
Planitia Northcentral and Helen Planitia Northeast — v. 229. Lavinia 


Planitia Southcentral and Lavinia Planitia Southeast —v. 230. 
Eithinoha Corona and Otygen Corona. @Item 0830-Z-02 
OCLC 32384886 


NAS 1.86/2:226-230 


98-5655 


Magellan. 1994- 
computer laser optical discs : Shipping list no.: 98-0023-E (v. 
231-235). Contents: v. 231. Von Seibold and 548063 — v. 232. 
Makh Corona and Addams — v. 233. Abigail and Lazarus — 
v. 234. Henie and Huang Daopo — v. 235. Barrymore and Imdr 
Regio Southwest. @item 0830-Z-02 
OCLC 32384886 


NAS 1.86/2:231-235 


98-5656 NAS 1.86/3:DDF-ISTP-KP-0035 
Intemational Solar-Terrestrial Physics Program. [1996)- 
computer laser optical discs ; Contents: DDF-ISTP: [ACG- 
000101 — IM-KP-0006-0010 — IM-KP-0012-0017 — KP 0022- 
0026 — KP-0029. @ltem 0830-Z-03 
OCLC 37177041 


NATIONAL ENDOWMENT FOR THE 
HUMANITIES 
National Foundation on the Arts and the Humanities 
Washington, DC 20506 


98-5657 NF 3.15:998 
Overview of endowment programs. 


v. ; Shipping list no.: 98-0103-P. 
B-05 @lItem 0831-B-05 (online) 


OCLC 13346014 


Issue: 1996. @ltem 0831- 
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NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 

98-5658 NS 1.11/3:996/13 
Recent engineering graduates out-earn their science counterparts. — 

[1996] 

1 v.— (Data brief ; 1996, no. 13) 
M. @ltem 0834-G (MF) 
cataloging. 
OCLC 38197962 

98-5659 NS 1.11/3:996/14 


Women and underrepresented minority scientists and engineers have 
lower levels of employment in business and industry. — (19961 

1 v.— (Data brief ; v. 1996, no. 14) Shipping list no.: 98- 
O175-M. @ltem 0834-G (MF) @ltem 0834G (online) GPO 


abridged cataloging. 
OCLC 38197987 


98-5660 NS 1.11/3:997/2 
Academic R&D spending continued to grow in FY 1995. —[1997] 


} v.— (Data brief ; v. 1997, no. 2) Shipping list no.: 98- 
O175-M. @Item 0834-G (MF) @ltem 0834G (online) GPO 


abridged cataloging. 
OCLC 38198009 


Shipping list no.: 98-0175- 
@ltem 0834-G (online) GPO abridged 


98-5661 NS 1.38/2:154/SCIE. 
Proceedings of the Ocean Drilling Program. Scientific results. 
v. : Shipping list no.: 98-0008-S. Issue: Vol. 154, 24 Jan.- 
25 Mar. 1994. Contents: v. 154. Ceara Rise. @litem 0834-C-10 
@ltem 0834-C-10 (online) 
OCLC 12406671 


98-5662 NS 1.38/2:167/PT.1-2 
Proceedings of the Ocean Drilling Program. Part A, Initial report. 
Vv. : Shipping list no.: 98-0008-S. Issue: Vol. 167, 20 Apr.- 
16 June 1996, pt. 1-2. Contents: pt. 1-2. California Margin. 
@ltem 0834-C-10 @ltem 0834-C-10 (online) 
OCLC 12406767 


OVERSEAS PRIVATE INVESTMENT 
CORPORATION 


Washington, DC 20527 


98-5663 OP 1.8:97025438 
Program handbook. [19977] 

@ltem 0834 (online) 

OCLC 38292003 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260-0010 


98-5664 P 1.21/4:97010887 
The max it guide. [1997] 

@ltem 0074-E-02 (online) 

OCLC 38293439 


PEACE CORPS 
Washington, DC 20526 
98-5665 PE 1.2:C 76/2 
Career information consultants. — [1997] 
vii, 78 p.: Shipping list no.: 98-0078-P. @ltem 0900-D 

OCLC 38173916 
98-5666 PE 1.8:97001704 
Language learming strategies for Peace Corps volunteers. [1997?] 

@ltem 0074-E-02 (online) 

OCLC 38292561 
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Vice President of the United States 

98-5667 PE 1.8:97001707 

Nonformal education manual. [19979] 
@ltem 0074-E-02 (online) 


OCLC 38292617 


98-5668 PE 1.10:97001706 
Environmental education in the schools. [1997?] 
@ltem 0074-E (online) 
OCLC 38292406 


PERSONNEL MANAGEMENT OFFICE 
Washington, DC 20415 


98-5669 PM 1.2:B 18/2 
Balancing work and family demands through telecommuting. — [1997] 


19 p.; Shipping list no.: 98-0081-P.  @ltem 0295 
OCLC 38173862 


98-5670 PM 1.8:T 23 
Telecommuting briefing kit. — [1997] 


45 p.: Shipping list no.: 98-0081-P. @ltem 0296-B 
OCLC 38191040 


98-5671 PM 1.10:RI 37-3/997 


How to start, stop, or change monthly federal income tax withholding. 
— Rev. Jan. 1997. — 1997. 


| sheet: Shipping list no.: 97-0149-P. @ltem 0299 
OCLC 36544019 


PRESIDENT OF THE UNITED STATES 
Washington, DC 20500 


98-5672 PR 42.2:K 54 
A kid’s guide to the White House. — [19987] 


31 p.: Shipping list no.: 98-0077-P. @ltem 0850 
OCLC 38156165 


98-5673 PR 42.8:AD 9/SPEC/RPT. 
Presidential Advisory Committee on Gulf War Veterans’ Illnesses. 
— [1997] 
V,69 p.; @ltem 0851-J 
OCLC 38025702 


S/N 040-000-00694-0 


98-5674 PR 42.8:R 11/2 
One America in the 21st century. — [1997] 


1 folded sheet (6 p.) : Shipping list no.: 98-0068-P. @Item 
0851-J 


OCLC 38100443 


EXECUTIVE OFFICE OF THE PRESIDENT 
Washington, DC 20500 


98-5675 PrEx 1.2:D 84/997 
The National Drug Control Strategy. — 1997. 


70 p.: @ltem 0766-C-03 (online) 
OCLC 36575603 


98-5676 PREX 1.10/17-2:997/PROG. 
50 years, employment fair. — Braille ed. -— [19977] 


1 v. of braille ; Shipping list no.: 96-0055-S. @lItem 0766- 
C-23 


OCLC 38264528 
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MANAGEMENT AND BUDGET OFFICE 


Executive Office of the President 
Washington, DC 20503 


98-5677 PREX 2.2:AC 1/2/NO.9 


Deferral of the effective date of managerial cost accounting standards 
for the federal government in SFFAS no.4. — [1997] 


iii, 7 p. ;— (Statement of federal financial accounting standards 
; no. 9) Shipping list no.: 98-0077-P. @lItem 0854 S/N 041- 
001-00494-7 
OCLC 38169250 


98-5678 PREX 2.20:997-2 
Update to the ... Catalog of federal domestic assistance. 


v. ; Shipping list no.: 98-0010-S. Issue: 1997. @ltem 0853- 
A-01 S/N 922-021-00000-7 


OCLC 02246467 


CENTRAL INTELLIGENCE AGENCY 
Executive Office of the President 


Washington, DC 20505 


98-5679 
Latin America. [1997] 


1 map: Shipping list no.: 98-0007-S. @ltem 0856-A-01 
OCLC 38079946 


PREX 3.10/4:L 34/7 


COUNCIL ON ENVIRONMENTAL QUALITY 
Executive Office of the President 
Washington, DC 20503 


98-5680 PREX 14.2:R 52 


American Heritage Rivers. — [1997] 
1 folded sheet (6 p.) : Shipping list no.: 98-0074-P. @lItem 
0856-E @ltem 0856-E (online) 
OCLC 38238839 


REGULATORY INFORMATION SERVICE 
CENTER 
Executive Office of the President 
Washington, DC 20037 


98-5681 PREX 26.2:D 84/3 
Reducing drug abuse in America. — [1997] 


{26] leaves : Shipping list no.: 98-0041-P. Shipping list no.: 
98-0041-P. @ltem 0857-R 


OCLC 38032127 


98-5682 PREX 26.2:D 84/3/997-2 
Reducing drug abuse in America. — [1997] 


[26] leaves: Shipping list no.: 98-0076-P. @lItem 0857-R 
OCLC 38161415 


VICE PRESIDENT of the UNITED STATES 
Washington, DC 20501 


98-5683 PRVP 42.2:C 96/4 
Serving the American public. — [1997] 


i, 68 p. : Shipping list no.: 98-0087-P. @Item 0556-C S/N 
040-000-00698-2 
OCLC 38158949 





STATE DEPARTMENT 
Washington, DC 20520 
98-5684 S 1.1:961-62/V.10 
Foreign relations of the United States. [Departmental ed.] 
v. : (Department of State publication ; 10409) Shipping list 


no.: 97-0058-5. Issue: 1961-1962, V. 10. Contents: v. 10. Cuba. 
@ltem 0872-B S/N 044-000-02414-4 


OCLC 07809779 


98-5685 S 1.40/2:B 96/997-2 
A guide to doing business with the Department of State. 

v. ; (7Oct. 19838-198 : Dept. of State publication ; 9335. Depart- 
ment and Foreign Service series ; 351) Shipping list no.: 98- 
0103-P. Issue: Dec. 1997. @Item 0876-B @ltem 0876-B (on- 
line) S/N 044-000-02489-6 

OCLC 10541726 


98-5686 S 1.123:B 14/2997 
Background notes, the Bahamas. — [1997] 
5 p. :— (Department of State publication ; 8329. Background 
notes series) Shipping list no.: 98-0086-P. @lItem 0862-B @ltem 


0862-B (online) S/N 844-002-10579-0 
OCLC 38174808 


98-5687 S 1.123:B 65/997 
Background notes, Botswana. — [1997] 
5 p. :— (Department of State publication ; 8046. Background 
notes series) Shipping list no.: 98-0086-P. @ltem 0862-B @ltem 


0862-B (online) S/N 844-002-10580-3 
OCLC 38172777 


98-5688 S 1.123:M 57/4997 
Background notes, Mexico. — [1997] 
8 p. :— (Department of State publication ; 7365. Background 
notes series) Shipping list no.: 98-0086-P. @ltem 0862-B @ltem 


0862-B (online) S/N 844-002-10581-1 
OCLC 38174735 


98-5689 S 9.10:12200 


Telecommunications, arrangement between the United States of Amer- 


ica and Australia, effected by exchange of notes dated at Canberra 
December 16, 1988 and January 20, 1989. — [19977] 


5 p. ;— (Treaties and other international acts series ; 12200) 
Shipping list no.: 98-0030-P. @lItem 0899 S/N 844-001-01835- 
] 


OCLC 38137314 
98-5690 


Defense, missiles. — [1997] 


75 p. :— (Treaties and other international acts series ; 12256) 
Shipping list no.: 98-0074-P. @ltem 0899 S/N 844-001-01895- 
5 


S 9.10:12256 


OCLC 38137261 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


98-5691 SI 1.2:UP 1/996-97 
Update. 
v. Issue: 1996-97. 
OCLC 04968722 


98-5692 SI 1.29:86 
A contribution to the Guianan flora. — 1997. 


iii, 48 p. :— (Smithsonian contributions to botany ; no. 86) 
Shipping list no.: 98-0030-P. @lItem 0910-E 
OCLC 36647850 
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NATIONAL GALLERY OF ART 
Washington, DC 20560 
98-5693 SI 8.2:ED 8 


Educational programs and publications at the National Gallery of Art. 
— [19977] 
1 folded sheet (8 p.) : 
0917 


OCLC 38228411 


SOCIAL SECURITY ADMINISTRATION 
Baltimore, MD 21235 


Shipping list no.: 98-0008-S. @ltem 


98-5694 
Social security. —- [1997] 
1 sheet ;— (SSA publication 
no.: 97-0362-P. @lItem 0517-B 
OCLC 37759571 


98-5695 SSA 1.2:D 62 
Headquarters and regional offices directory for the National Conference 
of State Social Security Administrators, state and local activities. 
v. : (SSA pub. ; no. 03-009) Shipping list no.: 97-0343-P. 
Issue: Aug. 1997. @ltem 0517-B 
OCLC 37589536 


98-5696 SSA 1.2:F 73/997/SPAN. 
Cupones de alimentos y otros programas de nutricion. — [1997] 
1 folded sheet (10 p.) ;— (SSA publication ; no. 05-10978) 


Shipping list no.: 97-0358-P. @ltem 0517-B 
OCLC 37660049 


SSA 1.2:C 83 


; no. 05-10051) Shipping list 


98-5697 SSA 1.2:P 29/997 
Social security, your payments while you are outside the United States. 
v. ; (SSA publication ; no. 05-10137) Shipping list no.: 97- 
0313-P. Issue: June 1997. @ltem 0517-B @ltem 0517-B (on- 
line) 
OCLC 35855040 


98-5698 SSA 1.2:SU 7/996 
Social security, what you need to know when you get SSI. 

v. ; (SSA publication ; no. 05-11011) Shipping list no.: 96- 
0300-P. Issue: June 1996. @ltem 0517-B @ltem 0517-B (on- 
line) 

OCLC 35160946 


TREASURY DEPARTMENT 
Washington, DC 20220 


98-5699 T 1.2:AM 3 
American finance for the 21st century. — [1997] 


162 p.: Shipping list no.: 98-0065-P. @ltem 0925 
OCLC 37966450 


CUSTOMS SERVICE 
Treasury Dept. 
Washington, DC 20229 


98-5700 T 17.2:UN 33 
United States Customs Service. — [19977] 


17 p.: Shipping list no.: 98-0101-P. @lItem 0950 
OCLC 38282829 


98-5701 T 17.29:T 68/997 


International training and advisory assistance programs. — Rev. Nov. 
1997 — 1997. 
37 p.; Shipping list no.: 98-0099-P. @ltem 0950-N 
OCLC 38268055 





Internal Revenue Service — Treasury Dept. 


INTERNAL REVENUE SERVICE 
Treasury Dept. 
Washington, DC 20224 


98-5702 
Group exemption roster. 
v. ; (Document ; 6023) Shipping list no.: 98-0060-P. Issue: 
Rev. 9-97. @ltem 0956-J 
OCLC 24158826 


T 22.2/15:6023/997-2 


98-5703 T 22.2/15:6187/997/UPDATE 
Calendar year projections of individual returns by major processing 
categories. 
v. : (Document ; 6187) Shipping list no.: 
1997, spring update. @ltem 0956-J 
OCLC 30056963 


97-0330-P. Issue: 


98-5704 T 22.2/15:7099/997 
Community outreach tax education. — Rev. 12-97. — [1997] 
1 v. (various pagings) ;— (Document ; 7099) Shipping list 
no.: 98-O111-P. @ltem 0956-J 
OCLC 38290225 


98-5705 T 22.2/15:7553 BAY97 
Customer service guide for assistors. — Rev. 11-97. — [1997] 
120 p. ;— (Document ; 7553B) Shipping list no.: 98-0091- 
P. @ltem 0956-J 
OCLC 38290235 


98-5706 T 22.19/2:V 88/997/STUD/MILITA. 
Volunteer assistor’s guide. Military module, student text. 
v. : (Publication ; 678-M) Shipping list no.: 98-0076-P. Issue: 
Rev. 1997. @lItem 0956-A 
OCLC 27313530 


98-5707 T 22.35/7:995 
Statistics of income. Corporation income tax returns. Documentation 
guide. 

v. ; (Document / Department of the Treasury, Internal Revenue 
Service ; 6930) Shipping list no.: 98-0059-P. Issue: 1995. 
@liem 0964 

OCLC 11745333 


98-5708 
Armed Forces’ tax guide. 
v. : (Publication ; 3) Shipping list no.: 98-0095-P. Issue: 1997. 
@liem 0964-B @ltem 0964-B (online) 
OCLC 36325208 


T 22.44/2:3/997 


98-5709 T 22.44/2:54/997 


Tax guide for U.S. citizens and resident aliens abroad. 
v. : (Publication ; 54) Shipping list no.: 98-0083-P. 
1997. @ltem 0964-B @lItem 0964-B (online) 
OCLC 10340532 


98-5710 
Farmer’s tax guide. 
v. ; (Publication ; 225) Shipping list no.: 98-0083-P. 
1997. @ltem 0964-B @lItem 0964-B (online) 
OCLC 02698309 


T 22.44/2:225/997 


98-5711 T 22.44/2:502/996 
Medical and dental expenses. 
v. ; (Publication ; 502) Shipping list no.: 97-0092-P. 
Rev. Nov. 96. @lItem 0964-B @lItem 0964-B (online) 
OCLC 18922195 
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98-5712 T 22.44/2:503/997 
Child and dependent care expenses. 
v. : (Publication ; 503) Shipping list no.: 98-0092-P. 
1997. @ltem 0964-B @ltem 0964-B (online) 
OCLC 23067088 


98-5713 T 22.44/2:504/997 
Divorced or separated individuals. 
v. : (Publication ; 504) Shipping list no.: 98-0083-P. 
1997. @ltem 0964-B @ltem 0964-B (online) 
OCLC 27365010 
98-5714 
Tax calendars for ... 
v. : (Publication ; 509 (Rev. Oct. 1997)) Shipping list no.: 
98-0063-P. Issue: 1998. @Item 0964-B @ltem 0964-B (online) 
OCLC 23277064 


98-5715 T 22.44/2:513/997 
Tax information for visitors to the United States. 
v. ; (Publication ; 513) Shipping list no.: 98-0086-P. Issue: 
Rev. Nov. 1997. @ltem 0964-B @ltem 0964-B (online) 
OCLC 27651970 


98-5716 T 22.44/2:517/997 
Social security and other information for members of the clergy and 
religious workers. 
v. : (Publication ; 517) Shipping list no.: 98-0099-P. Issue: 
1997. @lItem 0964-B @lItem 0964-B (online) 
OCLC 27760995 


98-5717 
Moving expenses. 
v. : (Publication ; 521) Shipping list no.: 
1997. @ltem 0964-B @ltem 0964-B (online) 
OCLC 23067024 


98-5718 T 22.44/2:530/997 
Tax information for first-time homeowners. 
v. : (Publication ; 530) Shipping list no.: 
1997. @ltem 0964-B @Item 0964-B (online) 
OCLC 27471032 


98-5719 
Reporting tip income. 
v. : (Publication ; 531) Shipping list no.: 98-0085-P. 


Rev. Nov. 1997. @ltem 0964-B @lItem 0964-B (online) 
OCLC 29631833 


98-5720 
Community property. 
v. ; (Publication ; 555) Shipping list no.: 98-0085-P. 
1997. @ltem 0964-B @ltem 0964-B (online) 
OCLC 36131382 


98-5721 


Mutual fund distributions. 
v. : (Publication ; 564) Shipping list no.: 
1997. @lItem 0964-B @lItem 0964B (online) 
OCLC 23258696 


98-5722 T 22.44/2:587/997 
Business use of your home. 
v. : (Publication ; 587) Shipping list no.: 98-0097-P. 
1997. @ltem 0964-B @ltem 0964-B (online) 
OCLC 23264836 


98-5723 T 22.44/2:596 SP/996 
Credito por ingreso del trabajo. 
v. : (Publicacion ; 596SP) Shipping list no.: 97-0159-P. 
1996. @ltem 0964-B @ltem 0964-B (online) 
OCLC 28004254 


T 22.44/2:509/998 


T 22.44/2:521/997 


98-0083-P. 


98-0085-P. 


T 22.44/2:531/997 


T 22.44/2:555/997 


T 22.44/2:564/997 





98-5724 


Earned income credit. 
v. : (Publication ; 596) Shipping list no.: 98-0090-P. 
1997. @ltem 0964-B @ltem 0964-B (online) 
OCLC 23264959 
98-5725 T 22.44/2:915/997 
Social security and equivalent railroad retirement benefits. 
v. : (Publication ; 915) Shipping list no.: 98-0060-P. 
1997. @ltem 0964-B @ltem 0964-B (online) 
OCLC 33965326 


98-5726 T 22.44/2:936/997 
Home mortgage interest deduction. 


v. ; (Publication ; 936) Shipping list no.: 98-0094P. 
1997. @litem 0964-B @ltem 0964-B (online) 
OCLC 27869284 


98-5727 T 22.44/2:1857/997 
Filing taxes? — Rev. 7-97. — [1997] 
[2] p. ;— (Publication ; 1857) 
@ltem 0964-B 
OCLC 38138299 


98-5728 T 22.51:720/AINST/997 


Instructions for Form 720, quarterly federal excise tax return. 
v. ; Shipping list no.: 98-0063-P. Issue: Rev. Oct. 1997. 
@ltem 0964E @ltem 0964E (online) 
OCLC 30418017 


98-5729 T 22.51:1040 EZANST/PACK/997 


T 22.44/2:596/997 


Shipping list no.: 98-0035-P. 


1040EZ forms and instructions. 
v. : Shipping list no.: 98-0084-P. Issue: 1997. 
E 


@ltem 0964- 
OCLC 25006313 


98-5730 T 22.51:2555-EZ/AINST.997 
Instructions for Form 2555-EZ, foreign earned income exclusion. 
v. ; Shipping list no.: 98-0062-P. Issue: 1997. @lItem 0964- 
E @item 0964-E (online) 
OCLC 29968698 


MINT BUREAU 
Treasury Dept. 
Washington, DC 20220 


98-5731 T 28.2:98007909 


United States Mint strategic plan 1997. 1997. 
@ltem 0966 (online) 
OCLC 38239957 


PUBLIC DEBT BUREAU 
Treasury Dept. 
Washington, DC 20239-0001 


98-5732 T 63.212:3900 


Identification guide for cashing United States savings bonds. — Rev. 
Aug. 1995. — [1997] 


1 sheet. Shipping list no.: 98-0039-P. @lItem 0970-A-08 GPO 
abridged cataloging. 
OCLC 38252380 


OFFICE OF THRIFT SUPERVISION 
Treasury Dept. 
Washington, DC 20552 
98-5733 T 71.2:97032922 


General guidelines and submission requirements. [1997?] 
@ltem 0831-A-01 (online) 
OCLC 38209226 


180-074 98-4 
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98-5734 T 71.8:97034029 
Thrift financial report. [19977] 

@ltem 0597 (online) 

OCLC 38214217 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


98-5735 TD 1.2:C 18/2 
Careers in transportation. — [1997?} 
vi, 95 p.: Shipping list no.: 98-0041-P. @lItem 0982-C-0! 
OCLC 38073059 


98-5736 TD 1.2:IN 3/3 
Intelligent Transportation Systems infrastructure initiative. — [1997] 
iii, 15 p. ; Shipping list no.: 98-0083-P. @ltem 0982-C-01 
OCLC 38189163 


98-5737 TD 1.2:M 34/997 
Marketing information package. — Rev. Jan. 1997. — [1997] 
1 v. (various pagings) ; @lItem 0982-C-0!1 @ltem 0982-C-01 
(online) 
OCLC 36723490 


FEDERAL HIGHWAY ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


98-5738 TD 2.2:EA 7 
Eastern Federal Lands Highway Division. — [1997] 
[16] p.: Shipping list no.: 98-0072-P. @lItem 0982-G-05 
OCLC 38174711 


98-5739 TD 2.2:P 25 
Partnerships in highway safety. — [1996?] 

[104] p.: Shipping list no.: 97-0218-M. Contents: OMC Field 
Office directory — Part 382. Alcohol and drug testing requirements 
— Part 383. Commercial driver’s license standards : requirements 
and penalties — Part 385. Safety fitness procedures — Part 387. 
Minimum levels of financial responsibility for motor carriers — 
Part 390. Federal motor carrier safety regulations : general — Part 
391. Qualifications of drivers — Part 392. Driving of motor vehicles 
— Part 393. Parts and assessories necessary for safe operation 
— Part 395. Hours of service of drivers — Part 396. Inspection, 
repair, and maintenannce — Motor carriers of passengers — Acci- 
dent counter measures. @Item 0982-G-05 (MF) 

OCLC 37974180 


98-5740 TD 2.30:95-183 
HSIS, Highway Safety Information System. — Rev. May 1997.— 
[1997] 
[5] p.: Shipping list no.: 98-0176-M. 
OCLC 38186243 


98-5741 TD 2.30/12:97-005 
FHWA employee awards and recognition program. — [1997] 
[5] p.: Shipping list no.: 98-0176-M. @ltem 0982-G-11 (MF) 
OCLC 38198080 
98-5742 TD 2.30/13:97-065 
Pedestrian safety road map. — [1997] 
131 p.; Shipping list no.: 98-0186-M. @ltem 0982-G-11 (MF) 
OCLC 38186574 
98-5743 TD 2.30/13:98-001 


21st Century Transportation Infrastructure Symposium. — [1996] 
12 p.; Shipping list no.: 98-0100-P. @lItem 0194 
OCLC 38251030 


@item 0982-G-11 (MF) 
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Federal Transit Administration — Transportation Dept. 


98-5744 TD 2.30/14:97/003 
Accident rates for longer combination vehicles. — [1996] 
xiii, 65 p. : Shipping list no.: 98-0186-M. @lItem 0982-G-21 
(MF) 
OCLC 38185970 


98-5745 TD 2.30/14:97-013 
Bulk packaging HM inspection training course. — Version 4.1.— 
[1996], c1995. 
1, 


OCLC 38252611 


98-5746 TD 2.30/15:96-015 
Highway infrastructure investment and job generation. — [1997] 
10 p. : Shipping list no.: 98-0186-M. @lItem 0982-G-21 (MF) 
OCLC 38185493 


98-5747 TD 2.30/16:96-006 
Transportation air quality. — [1996] 
35 p.: Shipping list no.: 98-0186-M. @ltem 0982-G-11 (MF) 
OCLC 36848427 


98-5748 TD 2.30/16:97-039 
The Federal Highway Administration presents the Environmental Ex- 
cellence Awards, 1997. — [1997] 
18 p. : Shipping list no.: 98-0186-M. 
OCLC 38198146 


@liem 0982-G-11 (MF) 


98-5749 TD 2.30/16:97-050 
The National geotechnical engineering improvement program. — 
[1997] 
36 p.: Shipping list no.: 98-0186-M. 
OCLC 38277366 


@item 0982-G-11 (MF) 


98-5750 TD 2.30/16:97-054 
VMT growth and improved air quality. — [19977] 
12 p.: Shipping list no.: 98-0186-M. @lItem 0982-G-11 (MF) 
OCLC 38186072 


FEDERAL AVIATION ADMINISTRATION 
Transportation Dept. 


Washington, DC 20591 


98-5751 TD 4.2:D 642 
Disorientation, or, Whose gyros can you trust? — [1991] 
1 folded sheet (6 p.) :— (Medical facts for pilots) Shipping 
list no.: 98-0012-P. @lItem 0431-C-08 
OCLC 37179137 


98-5752 TD 4.2:G 87 
Avoiding aviation gridlock & reducing the accident rate. — 1997. 
[5], 47, 38, 81 p.: Shipping list no.: 98-0087-P. @lItem 0431- 
C-08 
OCLC 38188575 


98-5753 TD 4.6:91/997 
Federal aviation regulations. Part 91, General operating and flight 
rules. — 1997- 
1 v. (loose-leaf) Shipping list no.: 98-0050-P @ltem 0431-C- 
13. S/N 950-018-00052-6 
OCLC 38188674 


98-5754 TD 4.8/2:7110.65 L 
Air traffic control. — 1998- 
1 v. (loose-leaf) :— ({Order] ; 7110.65L) Shipping list no.: 
98-0011-S. @lItem 0431-C-04 S/N 950-002-00000-0 
OCLC 38283403 
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98-5755 TD 4.8/2:7210.3 P 
Facility operation and administration. — 1998- 
1 v. (loose-leaf) :— ([order] ; 7210.3P) Shipping list no.: 98- 
0095-P. @lItem 0431-C-04 S/N 050-007-01194-6 
OCLC 38271817 


98-5756 TD 4.8/5:150/5000-3 S 
Address list for regional airports divisions and airports district/field 
offices. 
v. ; (Advisory circular ; AC no. 150/5000-3S) 
no.: 97-0112-P. Issue: 11/7/96. @Item 0431-A-27 
OCLC 29374475 


98-5757 TD 4.32/22:8081-6 A 


Flight instructor airplane. — 1991- 
1 v. (loose-leaf) ; Shipping list no.: 98-0075-P. @Item 0431- 
A-49 S/N 050-007-01192-0 
OCLC 38161276 


Shipping list 


AVIATION MEDICINE OFFICE 
Transportation Dept. 
Washington, DC 20590 


98-5758 TD 4.210:97/15 
Review of air traffic controller selection. — [1997] 
i, 24 p.; Shipping list no.: 98-0175-M. @lItem 0431-E-04 (MF) 
OCLC 38185696 


COAST GUARD 
Transportation Dept. 
Washington, DC 20593 
98-5759 TD 5.4/2:4-97 


Guidance on company roles and responsibilities under the 1995 amend- 
ments to the International Convention on Standards of Training, 
Certification, and Watchkeeping (STCW). — [1997] 

14, 1, 3 p. :— (COMDTPUB ; P 16700.4) Shipping list no.: 
98-0076-P. @Item 0941-B 
OCLC 38233068 


98-5760 TD 5.4/2:5-97 
Guidance on Coast Guard accepted training record books. — [1997] 
7, 75, 5 p. :— (COMDTPUB ; P 16700.4) Shipping list no.: 
98-0076-P. @lItem 0941-B 
OCLC 38233097 


98-5761 TD 5.8:IN 8 
A customer’s guide to the Coast Guard Investigative Service. — 
[19977] 
1 folded sheet (6 p.) : 
0934-A 
OCLC 38196207 


98-5762 TD 5.8:SA W/2/V.9 
Marine safety manual. Vol. X, Marine environmental protection. — 
[1997- 
1 v. (loose-leaf) :— (COMDTINST ; M 16000.14) Shipping 
list no.: 96-0036-P. @Item 0934-A 
OCLC 38204466 


FEDERAL TRANSIT ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


98-5763 TD 7.8:C 58/4 
Clean air program. — [1996] 
76 p. in various pagings ; 
0982-H-03 (MF) 
OCLC 36921847 


Shipping list no.: 97-0377-P. @ltem 


Shipping list no.: 97-0648-M. @Item 





NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


98-5764 TD 8.2:C 73/23/987-97 
Compendium of traffic safety research projects, 1987-1997. — [1997] 


62 p.; Shipping list no.: 97-0377-P. @ltem 0982-D-01 @lItem 
0982-D-01 (online) 
OCLC 37746918 


98-5765 TD 8.2:F 26/6 
Fatality analysis reporting system. — [1997] 
1 folded sheet (6 p.) ; Shipping list no.: 98-0004-P. @ltem 
0982-D-01 
OCLC 38189225 
98-5766 TD 8.2:R 31/20 


Retail oriented best practices for underage drinking prevention. — 
[1997] 


ii, 38 p.: Shipping list no.: 98-0066-P. @lItem 0982-D-01 
OCLC 38153214 
98-5767 TD 8.2:V 66/2 
In-vehicle videotaping of DWI suspects. — [1996] 
12 p.: Shipping list no.: 98-0085-P. @lItem 0982-D-01 
OCLC 38173318 
98-5768 TD 8.2:W 74 
An investigation of the safety implications of wireless communications 
in vehicles. — [1997] 
ii, 274 p. : Shipping list no.: 98-0067-P. @lItem 0982-D-01 
OCLC 38096202 
98-5769 TD 8.8:EM 3/5/997/ANSTR. 
Emergency medical services (EMS). — [1997-] 
1 v. (loose-leaf) ; Shipping list no.: 98-0086-P. @lItem 0982- 
D-03 S/N 050-003-00474-0 
OCLC 38156486 
98-5770 TD 8.8:P 25 
111000 by 2005, partners in progress. — [1997] 
ii, 38 p.; Shipping list no.: 98-0006-P. @lItem 0982-D-03 
OCLC 38195937 
98-5771 TD 8.22:98007103 
Effectiveness of occupant protection systems and their use. — [1996] 
v, 46 p.: @ltem 0982-D-23 (online) 
OCLC 36789847 


RESEARCH AND SPECIAL PROGRAMS 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


98-5772 TD 10.2:01 5/2 
Training reference for oil spill response. — [1994] 
1 v. (various pagings) : Shipping list no.: 98-0186-M. @ltem 
0982-K-02 (MF) 
OCLC 38185580 


MARITIME ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


98-5773 TD 12.2:R 32 
Transportation in the United States. — [1997] 
31 p.: Shipping list no.: 97-0202-P. @lItem 0982-N-01 
0982-N-01 (online) 
OCLC 36949192 


@ltem 


Government Publications — April 1998 


DEPARTMENT OF VETERANS AFFAIRS 
Washington, DC 20420 


98-5774 VA 1.81:997 


Networked audiovisuals. 


v. ; Shipping list no.: 98-0188-M. Issue: 1997. 
R (MF) 


OCLC 27673289 


@ltem 0985- 


CONGRESS 


98-5775 X 1.1:102/1-137/PT.4 
Congressional record. [Permanent ed.]. 
v. : Shipping list no.: 97-0061-S. Issue: 102d Congress, Ist 
session, v. 137, pt. 4. @lItem 0993-A-01 S/N 052-000-00936-7 
OCLC 05058415 


98-5776 X 1.1:102/1-137/PT.13 
Congressional record. [Permanent ed.]. 
v. : Shipping list no.: 97-0063-S. Issue: 102d Congress, !st 
session, v. 137, pt. 13. @lItem 0993-A-01 S/N 052-000-00945- 


OCLC 05058415 


98-5777 X 1.1:102/1-137/PT.26 


Congressional record. [Permanent ed.]. 

v. : Shipping list no.: 98-0006-S. Issue: 102d Congress, Ist 
session, v. 137, pt. 26. @ltem 0993-A-01 S/N 052-000-00958- 
8 

OCLC 05058415 


98-5778 X 1.1:102/2-136/PT.12 
Congressional record. [Permanent ed.]. 

v. : Shipping list no.: 98-0007-S. Issue: 102d Congress, 2nd 
session, v. 136, pt. 12. @lItem 0993-A-01 S/N 052-000-00917- 
| 

OCLC 05058415 


98-5779 X 1.1:102/2-138/PT.1 
Congressional record. [Permanent ed.]. 
v. : Shipping list no.: 98-0007-S. Issue: 102d Congress, 2nd 
session, v. 138, pt. 1. @Item 0993-A-0i1 S/N 052-000-00959-6 
OCLC 05058415 


98-5780 X 1.1:102/2-138/PT.2 
Congressional record. [Permanent ed.]. 
v. : Shipping list no.: 98-0007-S. Issue: 102d Congress, 2nd 
session, v. 138, pt. 2. @lItem 0993-A-01 S/N 052-000-00960-0 
OCLC 05058415 


98-5781 X 1.1:102/2-138/PT.3 
Congressional record. [Permanent ed.]. 
v. : Shipping list no.: 98-0007-S. Issue: 102d Congress, 2nd 
session, v. 138, pt. 3. @lItem 0993-A-01 S/N 052-000-00961-8 
OCLC 05058415 


98-5782 X 1.1:102/2-138/PT.4 
Congressional record. [Permanent ed.]. 
v. : Shipping list no.: 98-0007-S. Issue: 102d Congress, 2nd 
session, v. 138, pt. 4. @Item 0993-A-01 S/N 052-000-00962-6 
OCLC 05058415 


98-5783 X 1.1:102/2-138/PT.6 
Congressional record. [Permanent ed.}. 
v. : Shipping list no.: 98-0008-S. Issue: 102d Congress, 2nd 
session, v. 138, pt. 6. @lItem 0993-A-01 S/N 052-000-00964-2 
OCLC 05058415 
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Senate Reports 


98-5784 X 1.1:102/2-138/PT.7 
Congressional record. [Permanent ed.] 
v. : Shipping list no.: 98-0008-S. Issue: 102d Congress, 2nd 
session, v. 138, pt. 7. @ltem 0993-A-01 S/N 052-000-00965-1 
OCLC 05058415 


98-5785 X 1.1:102/2-138/PT.8 
Congressional record. [Permanent ed.]. 
v. : Shipping list no.: 98-0009-S. Issue: 102d Congress, 2nd 
session, v. 138, pt. 8. @lItem 0993-A-01 S/N 052-000-00966-9 
OCLC 05058415 


98-5786 X 1.1:102/2-138/PT.9 
Congressional record. [Permanent ed.]. 

v. : Shipping list no.: 98-0009-S. 

session, v. 138, pt. 9. 
OCLC 05058415 


98-5787 X 1.1:102/2-138/PT.10 
Congressional record. [Permanent ed.]. 
v. : Shipping list no.: 98-0009-S. Issue: 102d Congress, 2nd 
session, v. 138, pt. 10. @lItem 0993-A-01 S/N 052-000-00968- 
5 


Issue: 102d Congress, 2nd 
@ltem 0993-A-01 S/N 052-000-00967-7 


OCLC 05058415 


98-5788 X 1.1:102/2-138/PT.11 
Congressional record. [Permanent ed.]. 

v. : Shipping list no.: 98-0009-S. Issue: 102d Congress, 2nd 
session, v. 138, pt. 12. @Item 0993-A-01 S/N 052-000-00970- 
- 

OCLC 05058415 


SENATE DOCUMENTS 


Senate documents are available from the Senate Document Room 
unless otherwise indicated. 
98-5789 Y 1.1/3:103-36/V.1-2 
Appropriations, budget estimates, etc. 
v. ; (Document / 103rd Congress, 2d session, Senate ; no. 103- 
36) Issue: 103rd Congress, 2d session, Jan. 25, 1994 to Nov. 


29, 1994, v. 1-2. @lItem 0996-A @lItem 0996-B (MF) 
OCLC 06005685 


SENATE REPORTS 


Senate reports are available from the Senate Document Room unless 
otherwise indicated. 


98-5790 Y 1.1/5:105-41 


Y 1.1/8:105-41 
The Public Utilities Holding Company Act of 1997. — 1997. 
iii, 20 p. ;— (Report / 105th Congress, Ist session, Senate 
; 105-41) Shipping list no.: 97-0294-P. @lItem 1008-C @lItem 
1008-D (MF) 
OCLC 37350324 


98-5791 Y 1.1/5:105-121 
Providing an administrative process for obtaining a waiver of the 
coastwise trade laws for certain vessels. — 1997. 

ii, 6 p. ;— (Report / 105th Congress, Ist session, Senate ; 
105-121) Shipping list no.: 98-0052-P. @Item 1008-C @ltem 
1008-D (MF) 

OCLC 38136689 
98-5792 Y 1.1/5:105-122 
Emergency Student Loan Consolidation Act of 1997. — [1997] 

17 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 

122) Shipping list no.: 98-0069-P. @ltem 1008-C @ltem 1008- 


D (MF) 
OCLC 38191244 
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98-5793 Y 1.1/5:105-125 
Steffens Family estate. — [1997] 

7 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
125) Shipping list no.: 98-0052-P. @ltem 1008-C @lItem 1008- 
D (MF) 

OCLC 38290116 


98-5794 Y 1.1/5:105-127 
To validate certain conveyances in the city of Tulare, Tulare County, 
California. — [1997] 

5 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
127) Shipping list no.: 98-0069-P. @ltem 1008-C @ltem 1008- 
D (MF) 

OCLC 38191273 


98-5795 ¥ 1.1/5:105-128 
Endangered Species Recovery Act of 1997. — 1997. 
iii, 138 p. ;— (Report / 105th Congress, Ist session, Senate 
; 105-128) Shipping list no.: 98-0056-P. @lItem 1008-C @lItem 
1008-D (MF) 
OCLC 38223510 


98-5796 Y 1.1/5:105-129 
Homeowners Protection Act. — [1997] 

10 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
129) Shipping list no.: 98-0069-P. @lItem 1008-C @ltem 1008- 
D (MF) 

OCLC 38131276 


98-5797 Y 1.1/5:105-131 
To convey certain facilities of the Minidoka Project to the Burley 
Irrigation District. — [1997] 

17 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
131) Shipping list no.: 98-0079-P. @Item 1008-C @lItem 1008- 
D (MF) 

OCLC 38211332 


98-5798 Y 1.1/5:105-133 


To extend the deadline for the construction of a hydroelectric project 
located in the state of Washington. — [1997] 

5 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
133) Shipping list no.: 98-0069-P. @ltem 1008-C @lItem 1008- 
D (MF) 

OCLC 38131281 


98-5799 Y 1.1/5:105-134 
Extending the deadline for the construction of a hydroelectric project 
located in the state of Washington. — [1997] 

5 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
134) Shipping list no.: 98-0069-P. @ltem 1008-C @ltem 1008- 
D (MF) 

OCLC 38131286 


98-5800 Y 1.1/5:105-135 
Extension of hydroelectric project in the state of New York. — 
[1997] 

5 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
135) Shipping list no.: 98-0069-P. @ltem 1008-C @ltem 1008- 
D (MF) 

OCLC 38131289 


98-5801 Y 1.1/5:105-136 
Extension of hydroelectric project in the state of Washington. — 
[1997] 

6 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
136) Shipping list no.: 98-0079-P. @ltem 1008-C @ltem 1008- 
D (MF) 

OCLC 38131291 





98-5802 Y 1.1/5:105-137 
Extension of hydroelectric project located in the state of Washington. 
— [1997] 

4 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
137) Shipping list no.: 98-0069-P. @lItem 1008-C @ltem 1008- 
D (MF) 

OCLC 38131293 


98-5803 Y 1.1/5:105-138 
Quincy Library Group Forest Recovery and Economic Stability Act 
of 1997. — [1997] 

21 p. ;— (Rept. / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-138) Shipping list no.: 98-0079-P. @ltem 1008- 
C @ltem 1008-D (MF) 

OCLC 38224397 


98-5804 Y 1.1/5:105-141 
Census of Agriculture Act of 1997. — [1997] 

iii, 7 p. ;— (Report / 105th Congress, Ist session, Senate ; 
105-141) Shipping list no.: 98-0061-P. @lItem 1008-C @ltem 
1008-D (MF) 

OCLC 38136606 


98-5805 Y 1.1/5:105-142 
Asian Elephant Conservation Act of 1997. — [1997] 

7 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
142) Shipping list no.: 98-0061-P. @lItem 1008-C @ltem 1008- 
D (MF) 

OCLC 38131294 


98-5806 Y 1.1/5:105-143 
Comprehensive One-Call Notification Act of 1997. — 1997. 

ii, 13 p. ;— (Report / 105th Congress, Ist session, Senate ; 
105-143) Shipping list no.: 98-0079-P. @lItem 1008-C @ltem 
1008-D (MF) 

OCLC 38264377 


98-5807 Y 1.1/5:105-146 
Providing certain benefits of the Pick-Sloan Missouri River Basin 
Program to the Lower Brule Sioux Tribe, and for other purposes. 
— [1997] 
20 p. ;— (Report / 105th Congress, Ist session, ; 105-146) 
Shipping list no.: 98-0071-P. @Item 1008-C @ltem 1008-D (MF) 
OCLC 38224904 


98-5808 Y 1.1/5:105-147 
Lobbying Disclosure Technical Amendments Act of 1997. — [1997] 
iii, 8 p. ;— (Report / 105th Congress, Ist session, Senate ; 
105-147) Shipping list no.: 98-0071-P. @Item 1008-C @lItem 
1008-D (MF) 
OCLC 38136634 


98-5809 Y 1.1/5:105-148 
Atlantic Striped Bass Conservation Act Amendments of 1997. — 
1997, 

ii, 21 p. ;— (Report / 105th Congress, Ist session, Senate ; 
105-148) Shipping list no.: 98-0071-P. @Item 1008-C @ltem 
1008-D (MF) 

OCLC 38136753 


98-5810 Y 1.1/5:105-149 
Atlantic Striped Bass Conservation Act Amendments of 1997. — 
[1997] 

21 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
149) Shipping list no.: 98-0069-P. @Item 1008-C @ltem 1008- 
D (MF) 

OCLC 38191291 
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98-5811 Y 1.1/5:105-150 
Ocean and Coastal Research Revitalization Act of 1997. — 1997. 
ii, 23 p. ;— (Report / 105th Congress, Ist session, Senate ; 
105-150) Shipping list no.: 98-0071-P. @ltem 1008-C @ltem 
1008-D (MF) 
OCLC 38136731 


98-5812 Y 1.1/5:105-151 
Oceans Act of 1997. — 1997. 

ii, 11 p. ;— (Report / 105th Congress, Ist session, Senate ; 
105-151) Shipping list no.: 98-0071-P. @ltem 1008-C @ltem 
1008-D (MF) 

OCLC 38255041 


98-5813 Y 1.1/5:105-153 
Veterans’ Benefits Improvements Act of 1997. — [1997] 

49 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
153) Shipping list no.: 98-0069-P. @ltem 1008-C @ltem 1008- 
D (MF) 

OCLC 38204401 


98-5814 Y 1.1/5:105-154 
OECD shipbuilding trade agreement. — 1997. 

ii, 7 p. ;— (Report / 105th Congress, Ist session, Senate ; 
105-154) Shipping list no.: 98-0071-P. @lItem 1008-C @ltem 
1008-D (MF) 

OCLC 38136671 


98-5815 Y 1.1/5:105-156 
Amending the Indian Child Welfare Act of 1978, and for other pur- 
poses. — [1997] 

44 p. :— (Report / 105th Congress, Ist session, Senate ; 105- 
156) Shipping list no.: 98-0071-P. @lItem 1008-C @lItem 1008- 
D (MF) 

OCLC 38204431 


98-5816 Y 1.1/5:105-158 

Amending Title 38, United States Code, to specify the frequency 
of screening mammograms provided to women veterans by the De- 
partment of Veterans Affairs. — [1997] 

7 p. ;— (Report / 105th Congress, Ist session, Senate ; 105- 
158) Shipping list no.: 98-0071-P. @lItem 1008-C @ltem 1008- 
D (MF) 

OCLC 38224620 


SENATE EXECUTIVE REPORTS 


Senate reports are available from the Senate Document Room unless 
otherwise indicated. 
98-5817 Y 1.1/6:105-6 
Taxation agreement with Turkey. — [1997] 
53 p. ;— (Exec. rpt. / 105th Congress, Ist session, Senate 
105-6) Shipping list no.: 98-0046-P. @ltem 1008-C @ltem 
1008-D (MF) 
OCLC 38018044 


98-5818 Y 1.1/6:105-7 
Taxation convention with Austria. — [1997] 
68 p. ;— (Exec. rpt. / 105th Congress, Ist session, Senate 
; 105-7) Shipping list no.: 98-0046-P. @lItem 1008-C @ltem 
1008-D (MF) 
OCLC 38076275 


98-5819 Y 1.1/6:105-8 


Tax convention with Luxembourg. — [1997] 
69 p. ;— (Exec. rpt. / 105th Congress, Ist session, Senate 
; 105-8) Shipping list no.: 98-0069-P. @ltem 1008-C @ltem 
1008-D (MF) 
OCLC 38290009 
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House Documents 


98-5820 Y 1.1/6:105-9 
Taxation convention with Thailand. — [1997] 
63 p. ;— (Exec. rept. / 105th Congress, Ist session, 
105-9) Shipping list no.: 98-0046-P. @lItem 1008-C 
1008-D (MF) 
OCLC 38076400 


98-5821 Y 1.1/6:105-13 
Tax convention with Ireland. — [1997] 
61 p. ;— (Exec. rept. / 105th Congress, Ist session, Senate 
; 105-13) Shipping list no.: 98-0079-P. @lItem 1008-C @ltem 
1008-D (MF) 
OCLC 38211300 


HOUSE DOCUMENTS 


House documents are available from the House Documents Room 
unless otherwise indicated. 


98-5822 Y 1.1/7:105-100 
Supplemental report on the deployment of United States Armed Forces 
to Bosnia and other states in the region. — 1997. 
2 p. ;— (House document / 105th Congress, Ist session ; 105- 
100) Shipping list no.: 97-0288-P. @ltem 0996-A @ltem 0996- 
B (MF) 
OCLC 37564262 
98-5823 Y 1.1/7:105-141 
Chignik Harbor, Alaska. — 1997. 
xiii, 227 p. :— (House document / 105th Congress, Ist session 


; 105-141) Shipping list no.: 98-0082-P. @ltem 0996-A @ltem 
0996-B (MF) 


OCLC 38289792 
98-5824 Y 1.1/7:105-142 


St. Paul Island Harbor, Alaska. — 1997. 
xiii, 308 p. : — (House document / 


105th Congress, Ist session 
; 105-142) Shipping list no.: 98-0069-P. @ltem 0996-A @ltem 
0996-B (MF) 

OCLC 38131299 


98-5825 Y 1.1/7:105-144 
Beach nourishment project. — 1997. 
xii, 381 p. :— (House document / 105th Congress, Ist session 
; 105-144) Shipping list no.: 98-0061-P. @ltem 0996-A @ltem 
0996-B (MF) 
OCLC 38131304 


98-5826 Y 1.1/7:105-145 
Norco Bluffs, Riverside County, California. — 1997. 
x, 292 p. :— (House document / 105th Congress, Ist session 
; 105-145) Shipping list no.: 98-0061-P. @Jtem 0996-A @ltem 
0996-B (MF) 
OCLC 38131305 


98-5827 Y 1.1/7:105-146 
Beach nourishment project. — 1997. 
xi, 801 p. :— (House document / 105th Congress, Ist session 
; 105-146) Shipping list no.: 98-0079-P. @ltem 0996-A @ltem 
0996-B (MF) 
OCLC 38131309 


98-5828 Y 1.1/7:105-155 
Cancellation of dollar amount of discretionary budget authority. — 
1997, 

30 p. ;— (House document / 105th Congress, lst session ; 
105-155) Shipping list no.: 98-0061-P. @lItem 0996-A @ltem 
0996-B (MF) 

OCLC 38224205 


Page 82 


98-5829 Y 1.1/7:105-156 
Cancellation of dollar amount of discretionary budget authority. — 
1997. 
4 p. ;— (House document / 105th Congress, Ist session ; 105- 
156) Shipping list no.: 98-0074-P. @ltem 0996-A @ltem 0996- 
B (MF) 
OCLC 38255147 


98-5830 Y 1.1/7:105-157 
Cancellation of dollar amounts of discretionary budget authority. — 
1997. 

18 p. ;— (House document / 105th Congress, Ist session ; 
105-157) Shipping list no.: 98-0069-P. @Item 0996-A @item 
0996-B (MF) 

OCLC 38224165 


98-5831 Y 1.1/7:105-158 
Veto of H.R. 1122. — 1997. 

4 p. ;— (House document / 105th Congress, Ist session ; 105- 
158) Shipping list no.: 98-0074-P. @ltem 0996-A @lItem 0996- 
B (MF) 

OCLC 38264606 


98-5832 Y 1.1/7:105-161 
Cooperation concerning peaceful uses of nuclear energy between 
United States and Brazil. — 1997. 

64 p. ;— (House document / 105th Congress, Ist session ; 
105-161) Shipping list no.: 98-0074-P. @ltem 0996-A @ltem 
0996-B (MF) 

OCLC 38198474 


98-5833 Y 1.1/7:105-166 
National emergency with respect to Sudan. — 1997. 
5 p. ;— (House document / 105th Congress, Ist session ; 105- 
166) Shipping list no.: 98-0079-P. @ltem 0996-A @ltem 0996- 
B (MF) 
OCLC 38211239 


98-5834 Y 1.1/7:105-167 
Cancellation of dollar amount of discretionary budget authority. — 
1997. 

16 p. ;— (House document / 105th Congress, Ist session ; 
105-167) Shipping list no.: 98-0089-P. @lItem 0996-A @lItem 
0996-B (MF) 

OCLC 38214663 


98-5835 Y 1.1/7:105-168 
Cancellation of dollar amount of discretionary budget authority. — 
1997. 
8 p. ;— (House document / 105th Congress, Ist session ; 105- 
168) Shipping list no.: 98-0089-P. @ltem 0996-A @ltem 0996- 
B (MF) 
OCLC 38214553 


98-5836 Y 1.1/7:105-169 
Continuation of the national emergency with respect to weapons of 
mass destruction. — 1997. 
7 p. ;— (Howse document / 105th Congress, 1st session ; 105- 
169) Shipping list no.: 98-0079-P. @lItem 0996-A @ltem 0996- 
B (MF) 
OCLC 38224122 


98-5837 Y 1.1/7:105-172 
Veto of H.R. 2631. — 1997. 

2 p. ;— (House document / 105th Congress, Ist session ; 105- 
172) Shipping list no.: 98-0089-P. @lItem 0996-A @lItem 0996- 
B (MF) 

OCLC 38264442 
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98-5838 
Summary of activities. 
v. ; (House report / 104th Congress, 2d session ; 104-877) Ship- 
ping list no.: 97-0122-P. Issue: 104th Congress, 2nd session. 
@ltem 1008-C @lItem 1008-D (MF) 
OCLC 36650105 


Y 1.1/8:104-877 


98-5839 Y 1.1/8:105-200 
Safe Kids Buckle Up Car Seat Safety Check. — [1997] 

3 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-200) Shipping list no.: 97-0332-P. @ltem 1008- 
C @lItem 1008-D (MF) 

OCLC 37610606 


98-5840 Y 1.1/8:105-222 

For the relief of Global Exploration and Development Corporation, 
Keer-McGee Corporation, and Kerr-McGee Chemical Corporation. 
— [1997] 

5 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-222) Shipping list no.: 97-0347-P. @lItem 1008- 
C @lItem 1008-D (MF) 

OCLC 37872306 


98-5841 Y 1.1/8:105-256 
Jacob Wetterling Crimes Against Children and Sexually Violent Of- 
fenders Registration Improvements Act of 1997. — [1997] 

42 p.;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-256) Shipping list no.: 98-0007-P. @lItem 1008- 
C @ltem 1008-D (MF) 

OCLC 37967669 


98-5842 Y 1.1/8:105-27/CORR. 

Making appropriations for energy and water development for the fiscal 
year ending September 30, 1998, and for other purposes. — [Corr. 
print.]. — [1997] 

115 p. ;— (Report / 105th Congress, Ist session, House of 
Representatives ; 105-271) Shipping list no.: 98-0096-P. @lItem 
1008-C @lItem 1008-D (MF) 

OCLC 38283735 


98-5843 Y 1.1/8:105-327 
Olivenhain Water Storage Project loan guarantee. — [1997] 

8 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-327) Shipping list no.: 98-0046-P. @lItem 1008- 
C @ltem 1008-D (MF) 

OCLC 38131313 


98-5844 Y 1.1/8:105-338 

To require the Attorney General to establish a program in local prisons 
to identify, prior to arraignment, criminal aliens and aliens who 
are unlawfully present in the United States, and for other purposes. 
— [1997] 

9 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-338) Shipping list no.: 98-0046-P. @lItem 1008- 
C @ltem 1008-D (MF) 

OCLC 38250473 


98-5845 Y 1.1/8:105-347 
Commercial Space Act of 1997. — [1997] 


191 p. ;— (Report / 105th Congress, Ist session, House of 


Representatives ; 105-347) Shipping list no.: 98-0069-P. @Item 
1008-C @lItem 1008-D (MF) 
OCLC 38198833 
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98-5846 Y 1.1/8:105-352 
Providing for the division, use, and distribution of judgment funds 
of the Ottawa and Chippewa Indians of Michigan. — [1997] 

11 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-352) Shipping list no.: 98-0061-P. @ltem 1008- 
C @lItem 1008-D (MF) 

OCLC 38250467 


98-5847 Y 1.1/8:105-353 
Water-related Technical corrections Act of 1997. — [1997] 

12 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-353) Shipping list no.: 98-0061-P. @lItem 1008- 
C @ltem 1008-D (MF) 

OCLC 38198812 


98-5848 Y 1.1/8:105-354 
Providing for consideration of H.R. 1270, the Nuclear Waste Policy 
Act of 1997. —[1997] 

12 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-354) Shipping list no.: 98-0061-P. @lItem 1008- 
C @lItem 1008-D (MF) 

OCLC 38198693 


98-5849 Y 1.1/8:105-355 
Providing for the consideration of H.R. 2493, Forage Improvement 
Act of 1997. — [1997] 

3 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-355) Shipping list no.: 98-0079-P. @ltem 1008- 
C @ltem 1008-D (MF) 

OCLC 38191299 


98-5850 Y 1.1/8:105-360 
For the relief of John Andre Chalot. — [1997] 

8 p. :— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-360) Shipping list no.: 98-0069-P. @ltem 1008- 
C @ltem 1008-D (MF) 

OCLC 38191306 


98-5851 Y 1.1/8:105-361 
For the relief of Roy Desmond Moser. — [1997] 

6 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-361) Shipping list no.: 98-0069-P. @Item 1008- 
C @ltem 1008-D (MF) 

OCLC 38191315 


98-5852 Y 1.1/8:105-362 
National Peace Garden Memorial. — (1997] 

4 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-362) Shipping list no.: 98-0079-P. @lItem 1008- 
C @ltem 1008-D (MF) 

OCLC 38191329 


98-5853 Y 1.1/8:105-365 

United States-Caribbean Trade Partnership Act : report (to accompany 
H.R. 2644) (including cost estimate of the Congressional Budget 
Office). — (1997] 

30 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-365) Shipping list no.: 98-0069-P. @ltem 1008- 
C @ltem 1008-D (MF) 

OCLC 38191344 


98-5854 Y 1.1/8:105-368 
Establishment of 2,500 Boys and Girls Clubs before 2000. —[1997) 
9 p. ;— (Report / 105th Congress, Ist session, House of Rep- 


resentatives ; 105-368) Shipping list no.: 98-0061-P. @ltem 1008- 
C @ltem 1008-D (MF) 


OCLC 38131315 
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98-5855 Y 1.1/8:105-369 
Apalachicola-Chattahoochee-Flint River Basin Compact. — [1997] 

19 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-369) Shipping list no.: 98-0069-P. @ltem [008- 
C @ltem 1008-D (MF) 

OCLC 38191410 


98-5856 Y 1.1/8:105-370 
Alabama-Coosa-Tallapoosa River Basin Compact. — [1997] 
19 p. ;— (Report 
resentatives ; 105-370) 
C @ltem 1008-D (MF) 
OCLC 38191427 


105th Congress, \st session, House of Rep- 
Shipping list no.: 98-0069-P. @Item 1008- 


98-5857 Y 1.1/8:105-371 
Addressing the needs of families of passengers involved in aircraft 
accidents involving foreign air carriers. —[)997) 

10 p. ; — (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-371) Shipping list no.: 98-0061-P. @ltem 1008- 
C @item 1008-D (MF) 

OCLC 38191433 


98-5858 Y 1.1/8:105-374 


Federal Employees Health Care Protection Act of 1997. — [1997] 
28 p. ;— (House report / 105th Congress, Ist session ; 105- 
374) Shipping list no.: 98-0061-P. @ltem 1008-C @lItem 1008- 
D (MF) 
OCLC 38136769 


98-5859 Y 1.1/8:105-375 
Iran Missile Proliferation Sanctions Act of 1997. — [1997] 
16 p. ;— (Report / 105th Congress, Ist session, House of Rep- 


resentatives ; 105-375) Shipping list no.: 98-0071-P. @ltem 1008- 
C @ltem 1008-D (MF) 


OCLC 38255015 


98-5860 Y 1.1/8:105-376 
Agricultural Research, Extension, and Education Reauthorization Re- 
form Act of 1997. —[1997] 

143 p. ;— (Report , 
Representatives ,; 105-376) 
1008-C @lItem 1008-D (MF) 

OCLC 38213200 


105th Congress, Ist session, House of 


Shipping list no.: 98-0069-P. @ltem 


98-5861 Y 1.1/8:105-378 
River craft in Hells Canyon National Recreation Area. — [1997] 

8 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-378) Shipping list no.: 98-0069-P. @lItem 1008- 
C @lItem 1008-D (MF) 

OCLC 38199483 


98-5862 Y 1.1/8:105-379 


Providing for the consideration of nine measures relating to the policy 
of the United States with respect to the People’s Republic of China. 
— [1997] 


13 p. ;— (Report / 105th Congress, Ist session, House of Rep- 


resentatives ; 105-379) 
C @ltem 1008-D (MF) 
OCLC 38131318 


Shipping list no.: 98-0071-P. @ltem 1008- 


98-5863 Y 1.1/8:105-380 
Providing for consideration of H.R. 2676 the IRS Restructuring and 
Reform Act of 1997. — [1997] 
27 p. ;— (Report / 105th Congress, Ist session, House of Rep- 


resentatives ; 105-380) Shipping list no.: 98-0069-P. @Item 1008- 
C @ltem 1008-D (MF) 
OCLC 38197774 
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98-5864 Y 1.1/8:105-382 

Amending the rules of the House of Representatives to repeal the 
exception to the requirement that public committee proceedings be 
open to all media. — [1997] 

\6 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-382) Shipping list no.: 98-0071-P. @lItem 1008- 
C @ltem 1008-D (MF) 

OCLC 38244731 


98-5865 Y 1.1/8:105-383 

Waiving a requirement of clause 4(b) of rule XI with respect to 
the same day consideration of certain resolutions reported by the 
Rules Committee and for other purposes. — [1997] 

2 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-383) Shipping list no.: 98-0079-P. @ltem 1008- 
C @ltem 1008-D (MF) 

OCLC 38191442 


98-5866 Y¥ 1.1/8:105-384 
Waiving a requirement of clause 4(b) of rule XI with respect to 
the same day consideration of certain resolutions reported by the 
Rules Committee and for other purposes. — [1997] 
2 p. ;— (Report / 105th Congress, Ist session, House of Rep- 


resentatives ; 105-384) Shipping list no.: 98-0079-P. @ltem 1008- 
C @ltem 1008-D (MF) 


OCLC 38191446 


98-5867 Y 1,1/8:105-387 
To amend the Immigration and Nationality Act to extend the Visa 
Waiver Pilot Program, and to provide for the collection of data 
with respect to the number of nonimmigrants who remain in the 
United States after the expiration of the period of stay authorized 
by the Attorney General. —[1997) 
8 p. ;— (Report / 105th Congress, Ist session, House of Rep- 


resentatives ; 105-387) Shipping list no.: 98-0079-P. @ltem 1008- 
C @item 1008-D (MF) 


OCLC 38250469 


98-5868 Y 1.1/8:105-390 


Making appropriations for the Departments of Labor, Health and 
Human Services, and Education, and related agencies for the fiscal 
year ending September 30, 1998, and for other purposes. — [1997] 

183 p. ;— (Report / 105th Congress, Ist session, House of 
Representatives ; 105-390) Shipping list no.: 98-0088-P. @ltem 
1008-C @Item 1008-D (MF) 

OCLC 38224189 


98-5869 Y 1.1/8:105-391 
Providing for the consideration of certain resolutions in preparation 
for the adjournment of the first session sine die. — [1997] 
| p. ;— (Report / 105th Congress, Ist session, House of Rep- 


resentatives ; 105-391) Shipping list no.: 98-0069-P. @lItem 1008- 
C @ltem 1008-D (MF) 


OCLC 38191460 


98-5870 Y 1.1/8:105-392 


Export-Import Bank of the United States reauthorization. — [1997] 
12 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-392) Shipping list no.: 98-0061-P. @lItem 1008- 
C @ltem 1008-D (MF) 
OCLC 38136880 


98-5871 
The joint economic report. 
v. : (Report / 105th Congress, Ist session, House of Representa- 


tives ; 105-393) Shipping list no.: 98-0071-P. Issue: 1997. 
@ltem 1008-C @ltem 1008-D (MF) 


OCLC 03683609 


Y 1.1/8:105-393 





98-5872 Y 1.1/8:105-394 


Waiving a requirement of clause 4(b) of rule XI with respect to 
the same day consideration of certain resolutions reported by the 
Rules Committee and for other purposes. —[1997) 

2 p. ;— (Report / 105th Congress, Ist session, House of Rep- 


resentatives ; 105-394) Shipping list no.: 98-0079-P. @ltem 1008- 
C @ltem 1008-D (MF) 


OCLC 38264419 


98-5873 Y 1.1/8:105-395 
Federal Agency Compliance Act. — [1997] 

30 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-395) Shipping list no.: 98-0071-P. @lItem 1008- 
C @ltem 1008-D (MF) 

OCLC 38136834 


98-5874 Y 1.1/8:105-396 


Granting the consent and approval of Congress for the state of Mary- 
land, the commonwealth of Virginia, and the District of Columbia 
to amend the Washington Metropolitan Area Transit Regulation 
Compact. — [1997] 

5 p. ;— (Report / 105th Congress, Ist session, House of Rep- 


resentatives ; 105-396) Shipping list no.: 98-0061-P. @lItem 1008- 
C @lItem 1008-D (MF) 


OCLC 38250475 


98-5875 Y 1.1/8:105-397 
Worker Paycheck Fairness Act. — [1997] 

49 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-397) Shipping list no.: 98-0069-P. @lItem 1008- 
C @ltem 1008-D (MF) 

OCLC 38191475 


98-5876 Y 1.1/8:105-398 


King Cove Health and Safety Act of 1997. — [1997] 

8 p. ;— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-398) Shipping list no.: 98-0061-P. @ltem 1008- 
C @lItem 1008-D (MF) 

OCLC 38198761 


98-5877 Y 1.1/8:105-399 
Food and Drug Administration Modernization Act of 1997. — [1997] 
104 p. ;— (Report / 105th Congress, Ist session, House of 


Representatives ; 105-399) Shipping list no.: 98-0069-P. @Item 
1008-C @Item 1008-D (MF) 


OCLC 38136869 


98-5878 Y 1.1/8:105-400 
Providing for the consideration of S. 738, Amtrak Reform and Authcr- 
ization. — [1997] 
22 p. ;— (Report / 105th Congress, Ist session, House of Rep- 


resentatives ; 105-400) Shipping list no.: 98-0071-P. @lItem 1008- 
C @ltem 1008-D (MF) 


OCLC 38198732 


98-5879 Y 1.1/8:105-401 


Making appropriations for foreign operations, export financing, and 
related programs for the fiscal year ending September 30, 1998, 
and for other purposes. — [1997] 

101 p. ;— (Report / 105th Congress, Ist session, House of 
Representatives ; 105-401) Shipping list no.: 98-0069-P. @ltem 
1008-C @Item 1008-D (MF) 

OCLC 38131320 
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98-5880 Y 1.1/8:105-402 
Waiving points of order against the conference report to accompany 
H.R. 2159, the foreign operations appropriations bill for fiscal year 
1998. — [1997)} 
{1] leaf ;— (Report / 105th Congress, Ist session, House of 


Representatives ; 105-402) Shipping list no.: 98-0079-P. @ltem 
1008-C @lItem 1008-D (MF) 


OCLC 38191495 


98-5881 Y 1.1/8:105-403 
To provide for the consideration of H.R. 2607, the District of Colum- 
bia appropriations bill, 1998, with Senate amendments. — [1997] 
5 p. :— (Report / 105th Congress, Ist session, House of Rep- 
resentatives ; 105-403) Shipping list no.: 98-0079-P. @lItem 1008- 
C @ltem 1008-D (MF) 
OCLC 38191503 


98-5882 Y 1.1/8:105-404 

Providing for an exception from the limitation of clause 6(d) of rule 
X for the Committee on Government Reform and Oversight. — 
{1997] 

{1] leaf ;— (Report / 105th Congress, Ist session, House of 
Representatives ; 105-404) Shipping list no.: 98-0079-P. @lItem 
1008-C @ltem 1008-D (MF) 

OCLC 38250477 


98-5883 Y 1.1/8:105-405 

Making appropriations for the Departments of Commerce, Justice, and 
State, the judiciary, and related agencies for the fiscal year ending 
September 30, 1998, and for other purposes. — [1997] 

197 p. ;— (Report / 105th Congress, Ist session, House of 
Representatives ; 105-405) Shipping list no.: 98-0061-P. @lItem 
1008-C @ltem 1008-D (MF) 

OCLC 38131331 


98-5884 Y 1.1/8:105-406 

Waiving points of order against the conference report to accompany 
H.R. 2267, the Commerce, Justice, State appropriations bill for 
fiscal year 1998. — [1997] 

[1] leaf ;— (Report / 105th Congress, Ist session, House of 
Representatives ; 105-406) Shipping list no.: 98-0079-P. @lItem 
1008-C @ltem 1008-D (MF) 

OCLC 38191518 


CONSUMER PRODUCT SAFETY COMMISSION 
Washington, DC 20207 


98-5885 Y 3.C 76/3:11-3 H 35 


Consumer product safety alert. — [1997] 
(34] p. :— (Consumer product safety alert) 
98-0090-P. @ltem 1062-C-15 
OCLC 38237232 


Shipping list no.: 


FEDERAL ELECTION COMMISSION 
Washington, DC 20463 


98-5886 Y 3.EL 2/3:2 C 73/2 
Filing a complaint. — [1986] 
9 p. : Shipping list no.: 86-0866-P. @ltem 1091-A @ltem 
1091-A (online) 
OCLC 15073217 


98-5887 Y 3.EL 2/3:2 F 31/5996 
Federal election law 96. — [1996] 


44 p.; Shipping list no.: 97-0161-P. @lItem 1091-A 
OCLC 35791900 
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98-5888 Y 3.EL 2/3:2 P 96/996 
Public funding of presidential elections. — [1996] 
13 p. : Shipping list no.: 97-0065-P. @lItem 1091-A @ltem 
1091-A (online) 
OCLC 36036126 


98-5889 Y 3.EL 2/3:2 V 88/985 

Volunteer activity. — [1985] 

1 folded sheet (6 p.) ; 
OCLC 12352547 


@liem 1091-A @ltem 1091-A (online) 


FEDERAL DEPOSIT INSURANCE 
CORPORATION 
Washington, DC 20429 


98-5890 Y 3.F 31/8:2 H 62/V.1-2 
History of the eighties—lessons for the future. — 1997. 

2 v.: Shipping list no.: 98-0093-P. Contents: v. 1. An exam- 
ination of the banking crises of the 1980s and early 1990s — 
v. 2. Symposium proceedings, January 16, 1977. @lItem 1061- 
K 

OCLC 38169802 


FEDERAL LABOR RELATIONS AUTHORITY 
Washington, DC 20424 


98-5891 Y 3.F 31/21-3:8 L 71 
Litigation manual. — [1997] 
1 v. (various pagings) : 
1061-G-05 
OCLC 38223669 


Shipping list no.: 98-0086-P. @lItem 


UNITED STATES HOLOCAUST MEMORIAL 
COUNCIL 
Washington, DC 20036 


98-5892 Y 3.H 74:2 N 23/2 
The Nazi Olympics, Berlin, 1936. — [19977] 
1 folded sheet (12 p.) : Shipping list no.: 98-0086-P. @lItem 
1070-K-01 
OCLC 38169810 


NUCLEAR REGULATORY COMMISSION 
Washington, DC 20555 


98-5893 Y 3.N 88:25/4012/V.4 
Replacement energy costs for nuclear electricity-generating units in 
the United States. — 1992- 
v. : Shipping list no.: 98-0102-M (v. 4). 
2001. @lItem 1051-H-11 (MF) 


copy) 
OCLC 29708963 


98-5894 Y 3.N 88:25/6037 
Measurement of residual radioactive surface contamination by 2-D 
laser heated TLD. — 1997. 
xiv, 87 p. : Shipping list no.: 98-0101-M. @ltem 1051-H-11 
(MF) S/N 052-021-01599-2 (paper copy) 
OCLC 38174814 


98-5895 Y 3.N 88:25/6437 
Flow and transport at the Las Cruces trench site. — 1997. 
xix, 215 p. : Shipping list no.: 98-O101-M. @lItem 1051-H- 
11 (MF) S/N 052-021-01615-8 (paper copy) 
OCLC 38233372 


Contents: v. 4. 1997- 
S/N 052-021-01623-9 (v.4) (paper 
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98-5896 Y 3.N 88:25/6451 
A safety and regulatory assessment of generic BWR and PWR perma- 
nently shutdown nuclear power plants. — 1997. 
1 v. (various pagings) : Shipping list no.: 98-0102-M. @Item 
1051-H-11 (MF) S/N 052-021-01612-3 (paper copy) 
OCLC 38233687 


98-5897 Y 3.N 88:25/6454 
Pool critical assembly pressure vessel facility benchmark. — 1997. 
xi, 38 p. : Shipping list no.: 98-O101-M. @lItem 1051-H-11 
(MF) 
OCLC 38233738 


98-5898 Y 3.N 88:25/6478 
Motor-operated valve (MOV) actuator motor and gearbox testing. — 
1997. 
xi, 40 p. : Shipping list no.: 98-0101-M. @lItem 1051-H-11 
(MF) S/N 052-021-01613-1 (paper copy) 
OCLC 38174805 


98-5899 Y¥ 3.N 88:25/6505/V.1 


The potential for criticality following disposal of uranium at low- 
level waste facilities. — 1997- 

v. : Shipping list no.: 98-O101-M (v. 1). Contents: v. 1. Ura- 
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Ace _ parking workplace education. 98-4799 forest areas], 1992., [Ochoco National Fo 98-5369 
achievement data from the 1992 National Assessment 98-4844 forest areas}, 1992., [Ochoco National Fo 98-5370 
‘* in NAEP and NELS., Identifying student 98-4862 forest areas}, 1992., [Ochoco National Fo 98-5371 

‘¢ level descriptions., Mapping test item 98-4846 forest areas], 1992., [Ochoco National Fo 98-5372 

** levels in mathematics., The validity o 98-4847 forest areas], 1992., [Ochoco National Fo 98-5373 

‘* ,, Opportunity-to-learn effects on 98-4861 forest areas), 1992., [Ochoco National Fo 98-5374 

., Science talent in the young expresse 98-4741 forest areas], 1992., [Ochoco National Fo 98-5375 
achievements __, February 1994-February 1995., 12-mon 98-5609 forest areas], 1994., [Inyo National Fore 98-5311 
achieving classrooms for minority students., High 98-4868 forest areas}, 1994., [Inyo National Fore 98-5312 
acoustic —_loads., Vibroacoustic response of pad str 98-5639 forest areas], 1994., [Inyo National Fore 98-5313 
** velocity meters at Davis and Parker Dams. 98-5417 forest areas}, 1994., [Inyo National Fore 98-5314 
Acquisition _ logistics guide. 98-4466 forest areas], 1994., [Inyo National Fore 98-5315 
through literature., Literacy 98-4815 forest areas], 1994., [Inyo National Fore 98-5316 

of 1997., Water-related Technical corrections 98-5847 forest areas], 1994., [Inyo National Fore 98-5317 

to Amend the Federal Property and Administrati 98-4302 forest areas], 1994., [Inyo National Fore 98-5318 

to Amend Title I of the Employee Retirement In 98-4319 forest areas], 1994., [Inyo National Fore 98-5319 

to Authorize Appropriations for Carrying Out t 98-4300 forest areas], 1994., [Inyo National Fore 98-5320 
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forest areas}, 1994., [Inyo National Fore 98-5321 Forest Service areas]., [Clearwater Natio 98-5291 
forest areas], 1994., [Inyo National Fore 98-5322 Forest Service areas]., [Clearwater Natio 98-5292 
forest areas], 1994., [Inyo National Fore 98-5323 Forest Service areas]., [Clearwater Natio 98-5293 
forest areas], 1994., [Inyo National Fore 98-5324 * Forest Service areas]., [Clearwater Natio 98-5294 
forest areas), 1994., [Inyo National Fore 98-5325 Forest Service areas], 1991., [Shoshone N 98-5376 
forest areas], 1994., [Inyo National Fore 98-5326 Forest Service areas], 1991., [Shoshone N 98-5377 
forest areas}, 1994., [Inyo National Fore 98-5327 Forest Service areas], 1991., [Shoshone N 98-5378 
forest areas], 1994., [Inyo National Fore 98-5328 Forest Service areas], 1991., [Shoshone N 98-5379 
forest areas], 1994., [Inyo National Fore 98-5329 Forest Service areas], 1991., [Shoshone N 98-5380 
forest areas], 1994., [Inyo National Fore 98-5330 Forest Service areas], 1991., [Shoshone N 98-5381 
forest areas], 1994., [Inyo National Fore 98-5331 Forest Service areas], 1991., [Shoshone N 98-5382 
forest areas}, 1994., [Inyo National Fore 98-5332 Forest Service areas], 1991., [Shoshone N 98-5383 
forest areas}, 1994., [Inyo National Fore 98-5333 Forest Service areas], 1991., [Shoshone N 98-5384 
forest areas], 1994., [Inyo National Fore 98-5334 Forest Service areas}, 1991., [Shoshone N 98-5385 
forest areas], 1994., [Inyo National Fore 98-5335 Forest Service areas], 1993., [Bighorn Na 98-5232 
forest areas], 1994., [Inyo National Fore 98-5336 Forest Service areas], 1993., [Bighorn Na 98-5233 
forest areas], 1994., [Inyo National Fore 98-5337 Forest Service areas], 1993., [Bighorn Na 98-5234 
forest areas], 1994., [Inyo National Fore 98-5338 Forest Service areas], 1993., [Bighorn Na 98-5235 
forest areas], 1994., [Inyo National Fore 98-5339 Forest Service areas], 1993., [Bighorn Na 98-5236 
forest areas], 1994., [Inyo National Fore 98-5340 Forest Service areas], 1993., [Bighorn Na 98-5237 
forest areas], 1994., [Inyo National Fore 98-5341 Forest Service areas}, 1993., [Bighorn Na 98-5238 
forest areas], 1994., [Inyo National Fore 98-5342 Forest Service areas], 1993., [Bighorn Na 98-5239 
forest areas}, 1994., [Inyo National Fore 98-5343 Forest Service areas], 1993., [Bighorn Na 98-5240 
forest areas}, 1994., [Inyo National Fore 98-5344 Forest Service areas], 1993., [Bighorn Na 98-5241 
forest areas}, 1994., [Inyo National Fore 98-5345 Forest Service areas], 1993., [Bighorn Na 98-5242 
forest areas], 1994., [Inyo National Fore 98-5346 Forest Service areas], 1993., [Bighorn Na 98-5243 
forest areas}, 1994., [Inyo National Fore 98-5347 Forest Service areas], 1993., [Bighorn Na 98-5244 
forest areas], 1994., [Inyo National Fore 98-5348 Forest Service areas}, 1993., [Bighorn Na 98-5245 
Forest Service areas]., [Clearwater Natio 98-5250 Forest Service areas}, 1993., [Bighorn Na 98-5246 
Forest Service areas]., [Clearwater Natio 98-5251 Forest Service areas], 1993., [Bighorn Na 98-5247 
Forest Service areas]., [Clearwater Natio 98-5252 Forest Service areas], 1993., [Bighorn Na 98-5248 
Forest Service areas]., [Clearwater Natio 98-5253 Forest Service areas}, 1993., [Bighorn Na 98-5249 
Forest Service areas]., [Clearwater Natio 98-5254 parts of Alabama and South Carolina., Sim 98-5171 
Forest Service areas]., (Clearwater Natio 98-5255 to Upper Klamath and Agency Lakes, Oregon 98-5184 
Forest Service areas]., [Clearwater Natio 98-5256 adjournment of the first session sine die., Provid 98-5869 
Forest Service areas]., [Clearwater Natio 98-5257 Adjusting for coverage bias using telephone servic 98-4854 
Forest Service areas]., [Clearwater Natio 98-5258 administered by the Wallowa-Whitman National Fores 98-4237 
Forest Service areas]., [Clearwater Natio 98-5259 administration and enforcement guidelines for HUD 98-5129 
Forest Service areas]., [Clearwater Natio 98-5260 ‘* of the Food Stamp Program., Waste a 98-5921 
Forest Service areas]., [Clearwater Natio 98-5261 **  training., Record 98-4295 
Forest Service areas]., [Clearwater Natio 98-5262 ‘¢ _., Facility operation and 98-5755 
Forest Service areas]., [Clearwater Natio 98-5263 administrative process for disposing on government 98-6023 
Forest Service areas]., [Clearwater Natio 98-5264 ‘* process for obtaining a waiver of t 98-5791 
Forest Service areas]., [Clearwater Natio 98-5265 ‘* , professional, & outside sales empl 98-5592 
Forest Service areas]., [Clearwater Natio 98-5266 Administrative Services Act of 1949 to Authorize t 98-4302 
Forest Service areas]., [Clearwater Natio 98-5267 administrators and program coordinators., Technica 98-4831 
Forest Service areas]., [Clearwater Natio 98-5268 Adolescents ” negotiations of out-of-school reading 98-4811 
Forest Service areas]., [Clearwater Natio 98-5269 ‘* _,, Promoting secondary school transitio 98-4755 
Forest Service areas]., [Clearwater Natio 98-5270 adopted _ by the committees of the House of Represen 98-6034 
Forest Service areas]., [Clearwater Natio 98-5271 Adriatic Sea _, Italy—east coast, approaches to Brin 98-4517 
Forest Service areas]., [Clearwater Natio 98-5272 Adriatic Sea—Italy —_, porto di Malamocco. 98-4518 
Forest Service areas]., [Clearwater Natio 98-5273 adult education., Postmodernism and 98-4879 
Forest Service areas]., [Clearwater Natio 98-5274 ‘¢ learning in groups. 98-4883 
Forest Service areas]., [Clearwater Natio 98-5275 advanced __., Builder 98-4662 
Forest Service areas]., (Clearwater Natio 98-5276 advancement _ in rehabilitation., Report from the St 98-4823 
Forest Service areas]., [Clearwater Natio 98-5277 advances in computational fluid dynamics., NRL 98-4663 
Forest Service areas]., [Clearwater Natio 98-5278 adventures —., Arizona heritage 98-5463 
Forest Service areas]., [Clearwater Natio 98-5279 Advice concerning the proposed modification of dut 98-5492 
Forest Service areas]., [Clearwater Natio 98-5280 advisory assistance programs., International train 98-5701 
Forest Service areas}., [Clearwater Natio 98-5281 aerodynamic characteristics for a winged, circular 98-5640 
Forest Service areas]., [Clearwater Natio 98-5282 aeronautical chart. Anchorage., Sectional 98-4417 
Forest Service areas]., [Clearwater Natio 98-5283 ** chart. Brownsville., Sectional 98-4418 
Forest Service areas]., [Clearwater Natio 98-5284 chart. CH-25., World 98-4432 
Forest Service areas]., [Clearwater Natio 98-5285 chart. Cincinnati., Sectional 98-4419 
Forest Service areas]., [Clearwater Natio 98-5286 chart. Fairbanks., Sectional 98-4420 
Forest Service areas]., [Clearwater Natio 98-5287 chart. Green Bay., Sectional 98-4421 
Forest Service areas]., [Clearwater Natio 98-5288 chart. Kansas City., Sectional 98-4422 
Forest Service areas]., [Clearwater Natio 98-5289 chart. Los Angeles., Sectional 98-4423 
Forest Service areas}., [Clearwater Natio 98-5290 chart. New Orleans., Sectional 98-4424 
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chart. New York., Sectional 
chart. San Antonio., Sectional 
chart. Seattle., Sectional 
chart. Seward., Sectional 
charts and publications., Defense Map 
affairs _., Reform in student 
affect rural communities?, How will measures to co 
affected channels during a hydrographic estuarine 
Affordable housing through historic preservation. 
Africa | —west coast, Angola, port of Luanda., South 
‘¢ —west coast, Namibia, Ambrose Bay to Concept 
—west coast, Nigeria, Gulf of Guinea, Lagos 
African democracy., The impact of radio on 
‘* languages at the K-12 level. 
Africa—West coast, Luanda to Cape Fria. 
Age of the ocean floor. 
**  timeline., Nuclear 
40? consider mammograms., Over 
40? consider mammograms., Over 
40? consider mammograms., Over 
40? consider mammograms., Over 
., A new diplomacy for the information 
., The information 
AGE TECH (frequency converter). 
AGE TECH (A/M32A-86 | diesel generator). 
AGE TECH (MAINT platform split deck heater). 
AGE TECH (MD-4 _ ) motor generator. 
agencies for the fiscal year ending September 30, 
‘* for the fiscal year ending September 30, 
** _,, A guidebook for chartering 
‘¢ _., Improving basic programs operated by lo 
., Organizational change within state educ 
leaders., Financial management systems over 
procedures for implementing federal metric 
recordkeeping requirements. 
recordkeeping requirements. 
Agency Lakes __, Oregon., Nitrogen and phosphorus loa 
aggregates for concrete pavements., Assessing cryo 
aging issues among leaders in the TV industry., En 
‘¢ presentation packet., The business & 
training partnership., Eldercare and minorit 
‘** trends. 
agreement with Turkey., Taxation 
*¢ ,, OECD shipbuilding trade 
agreements _ ., Adherence to and compliance with arms 
agricultural _ baseline projections to 2005., Intem 
** economic outlook. 
practices on nitrogen transport at st 
prices ... summary. 
tractors under 50 power take-off hors 
Agricultural Research — , Extension, and Education Re 
Agriculture fact book. 
‘¢ in print., Sustainable 
, Animal and Plant Health Inspection Se 
‘¢ _,, Civil rights at the United States De 
** _., Educational and training opportuniti 
., Natural disaster assistance availabl 
., Protecting American 
Agriculture Act of 1997., Census of 
aid _handbook., Federal student financial 
‘¢ ,, Looking for student 
carriers., Addressing the needs of families of 
force., Technology and the 
impacts for soil vapor extraction (SVE) system 
pollutants., A guidebook on how to comply with 
program., Clean 
quality., Transportation 
quality., VMT growth and improved 
quantity and particulate index for the Isuzu Q 
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** traffic control. 

‘* traffic controller selection., Review of 
Air Force _ statistical digest fiscal year ..., Unit 
Air Force Exchange Service (AAFES _)., Board of Dire 
aircraft accidents involving foreign air carriers. 

** _., Application of QFT to the problem of fa 
airfield pavement response during thaw-weakening p 
airlines ., Medical kits on commercial 
airplane __., Flight instructor 
airport subsurface materials., Evaluation of 
airports  district/field offices., Address list for 

‘* divisions and airports district/field off 
al _., In the Supreme Court of the United States, Oc 

‘¢ ., In the Supreme Court of the United States, Oc 
., petitioners, v. Edward H. Koch, et al., In th 
Alabama and South Carolina., Simulation of ground- 

‘¢ ., County business patterns, 

*¢ , 1992-95., World Wide Web access to public 
Alabama-Coosa-Tallapoosa River Basin Compact 
Alaska __, Arctic Ocean, North Pacific Ocean]., Jet n 

‘** _,, Brooks River area, Katmai National Park a 

, Canada, North Pacific Ocean]., Jet navigat 

., Chignik Harbor, 

— cooperative studies on the effect of sucti 

.. Economics and undiscovered conventional 0 

., Geophysical investigations at a buried di 

., Methane in coastal sea water, sea ice, an 

., Physical system dynamics and white phosph 

—south coast, Prince William Sound, western 

—-southeast coast, Zarembo Island and approac 

., St. Paul Island Harbor, 

., Studies of suction dredge gold-placer min 
Albania __., Human rights and democracy in 
alcohol and other drug abusers in rural and fronti 

‘** and other drug treatment., Confidentiality 
treatment programs., Siting drug and 
, drug abuse, and mental health services., 
alcoholism _treatment., Improving compliance with 
alert —., Consumer product safety 
alerts ., NIOSH 
algal blooms in coastal waters., Harmful 

** communities in relation to physical and chem 

abroad., Tax guide for U.S. citizens and re 
and aliens who are unlawfully present in th 
who are unlawfully present in the United St 
alike ?, Do rich and poor districts spend 
alimentos _y otros programas de nutricion., Cupones 
Alkali Subbasin __., Draft, recovery plan for the thr 
allotment __., Pueblo-Lone Mountain 
alloys __, and articles containing same., In the matt 
altitude in the Biscayne Aquifer, southern Dade Co 
Ambrose Bay _ to Conception Bay., Africa—west coast, 
Amend _ the Federal Property and Administrative Serv 

*¢ the Illegal Immigration Reform and Immigrant 
the Immigration and Nationality Act to Exten 
the Immigration and Nationality Act to exten 
the Washington Metropolitan Area Transit Reg 
Amend Title I of the Employee Retirement Income Se 
Amending _ the Indian Child Welfare Act of 1978, and 

‘* the rules of the House of Representatives 

** — Title 38, United States Code, to specify 
amendment _ to protect victims of crime., A proposed 
amendments of 1996., Fair Labor Standards Act 

‘* to the International Convention on Stan 

‘¢ _., Implementation of the 1992 Job Traini 

‘¢ —., To provide for the consideration of H 
America and Australia, effected by exchange of not 

** goes back to school. 
learn., How we can help 
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, et al., petitioners, v. Edward H. Koch, e 
., Reducing drug abuse in 
., Reducing drug abuse in 
*s energy future and a quality environment. 
*s garment workers., Protecting 
*s One-Stop Career Center System. 
., The uninsured in 
America Indian _ rehabilitation programs—unmet needs 
American agriculture., Protecting 
** finance for the 21st century. 
housing survey, Cleveland, OH, primary me 
housing survey, Indianapolis, IN, metropo 
people from iodine-131 in fallout followi 
public., Serving the 
spirit. 
American Heritage Rivers 
American Heritage Rivers Initiative 
American Indians/Alaska _natives., Putting integrat 
Americas __, a mid-term report., The anti-drug effort 
amount of discretionary budget authority., Cancell 
‘* of discretionary budget authority., Cancell 
** — of discretionary budget authority., Cancell 
‘* — of discretionary budget authority., Cancell 
amounts of discretionary budget authority., Cancel 
Amtrak Reform and Authorization., Providing for th 
AN/UNH-10 (NSN —5835-00-082-3842)., General support 
Anaerobic _ biodegradation of BTEX in aquifer materi 
analyses of issues conceming within-age versus cr 
** — of selected plants and soils from Puerto 
‘* _,, Prospects, special 
analysis by the U.S. Geological Survey National Wa 
** — methods., A review of job 
of Argonne Premium Coal samples., The che 
of bottom sediment to estimate nonpoint-s 
of explosives in soil., On-site 
of extreme precipitation events in southe 
of high bay hangar facilities for fire de 
of nonpoint-source ground-water contamina 
of potential self-guarantee tests for dem 
reporting system., Fatality 
strategies and practices., Task 
., Energy price indices and discount facto 
., Energy price indices and discount facto 
Analytical model of refraction in a moist polytrop 
Anchorage _., Sectional aeronautical chart. 
Andrew M. Cuomo _., Nomination of 
Angola _, a country study. 
*¢ , port of Luanda., South Atlantic Ocean, Afr 
Animal and Plant Health Inspection Service, Miami, 
** euthanasia. 
** model to evaluate the biological effects of 
** — welfare legislation. 
anodizing national emission standards for hazardou 
answers on quality, the ISO 9000 standard series, 
** on the ISO 9000 standard series and relate 
.. Questions and 
., Questions and 
*¢  ., Questions & 
Antarctica _., Ground-penetrating radar investigatio 
anti-drug effort in the Americas, a mid-term repor 
antibody testing for cancer metastasis’’., ‘‘Monoc 
antitrust licensing actions, 1978-1996., NRC 
Apalachicola-Chattahoochee-Flint River Basin —_, Geor 
Apalachicola-Chattahoochee-Flint River Basin Compa 
appellate procedure, with forms., Federal rules of 
application for new grants under the Individuals w 
‘* of a spatial database for emergency ma 
** of QFT to the problem of failed in-fli 
applications of intelligent control., Space-relate 
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** — of the Regional Atmospheric Modeling 
‘* _., Analytical model of refraction in a 
applied to state-maintained highway bridges in Mar 
** to water quality studies., Kriging and cok 
Applying Seaman Knapp’s ideals in the new milleniu 
appraisal _ of potential and observed scour as appli 
approach and landing of a B-720 aircraft., Applica 
*¢ to career counseling., An action 
approaches to Brindisi., Mediterranean Sea, Adriat 
** to La Plata and Buenos Aires., South Am 
** to Rostock., Baltic Sea, Germany, 
** to the lack of available homeowners’ in 
‘* ,, Australia—north west coast, Westem A 
** ,, United States, Alaska—southeast coast 
appropriations _ bill for fiscal year 1998., Waiving 
** ~ bill for fiscal year 1998., Waiving 
bill, 1998, with Senate amendments. 
for energy and water development fo 
for fiscal year 1998 and the future 
for foreign operations, export fina 
for the Departments of Commerce, Ju 
for the Departments of Labor, Healt 
in Each Fiscal Year for Arbitration 
, budget estimates, etc. 
approval of Congress for the state of Maryland, th 
Approved drug products with therapeutic equivalenc 
‘¢  projects., Requirements for 
approximation — of hydraulic characteristics of open 
aquatic ecosystems., Water chemistry of Rocky Moun 
aquifer at and near the Idaho National Engineering 
‘¢  material., Anaerobic biodegradation of BTE 
‘* _,, Hydrology of the Bonneville Salt Flats, 
** _., Increased use of Cheney Reservoir for Wi 
aquifers in Erie County, New York., Delineation of 
‘** in Georgia and adjacent parts of Alabama 
Arabian Peninsula __, Northeast Africa, Indian Ocean} 
** — , Northeast Africa, Red Sea, Pers 
Arbitration — in United States District Courts, and 
archeology near Squaw Butte, Canyonlands National 
architecture _controller., Simulation and implement 
‘* for Demo III., 4-D/RCS, a reference m 
Arctic Ocean __, North Pacific Ocean]., Jet navigatio 
‘« , Russia]., Jet navigation chart, JNC. 
area chart. Los Angeles., VFR terminal 
** chart. San Diego., VFR terminal 
** chart. Seattle., VFR terminal 
‘*¢ draft environmental impact statement., Lab Ba 
final environmental impact statement., Lab Ba 
water supply benefits Equus Beds aquifer., In 
. Housing characteristics for selected metropo 
. Housing characteristics for selected metropo 
., Hydrogeologic interpretations of natural-ga 
, Katmai National Park and Preserve, Alaska., 
., Tennessee Valley Authority’s Land Between t 
, west-central Nevada., Hydrology and ground-w 
areas contributing recharge to municipal wells in 
‘* — of the Potomac River basin, West Virginia., 
‘¢ _}., [Clearwater National Forest, Idaho, St. J 
]., (Clearwater National Forest, Idaho, St. J 
]., [Clearwater National Forest, Idaho, St. J 
]., (Clearwater National Forest, Idaho, St. J 
]., (Clearwater National Forest, Idaho, St. J 
]., (Clearwater National Forest, Idaho, St. J 
]., (Clearwater National Forest, Idaho, St. J 
]., (Clearwater National Forest, Idaho, St. J 
‘¢ }., (Clearwater National Forest, Idaho, St. J 
** _)., [Clearwater National Forest, Idaho, St. J 
*¢ _}., [Clearwater National Forest, Idaho, St. J 
]., (Clearwater National Forest, Idaho, St. J 
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]., (Clearwater National Forest, Idaho, St. 98-5262 3 ., [Bighorn National Forest, Wyo. and 98-5242 
., (Clearwater National Forest, Idaho, St. 98-5263 , 1993., [Bighorn National Forest, Wyo. and 98-5243 
., (Clearwater National Forest, Idaho, St. 98-5264 , 1993., [Bighorn National Forest, Wyo. and 98-5244 
., [Clearwater National Forest, Idaho, St. 98-5265 , 1993., [Bighorn National Forest, Wyo. and 98-5245 
., (Clearwater National Forest, Idaho, St. 98-5266 , 1993., [Bighorn National Forest, Wyo. and 98-5246 
., (Clearwater National Forest, Idaho, St. 98-5267 , 1993., [Bighorn National Forest, Wyo. and 98-5247 
., (Clearwater National Forest, Idaho, St. 98-5268 , 1993., [Bighom National Forest, Wyo. and 98-5248 
., (Clearwater National Forest, Idaho, St. 98-5269 , 1993., [Bighorn National Forest, Wyo. and 98-5249 
., (Clearwater National Forest, Idaho, St. 98-5270 ; -1994., (Columbia River Gorge National 98-5295 
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